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Steele played 
for Hakoah 
and Gladesville 


In England’s “‘Showbusiness Eleven” spanned 
many years and although some of the players were show 
included ex-players who since have left the 


Arsenal's Wally Barnes (right back), Wolves’ Billy 

(centre forward), Tommy Docherty (left half), Danny 

Bianchflower {right half), and of course Tommy Steele (inside 
right) 


“We were a good Second Division standard, and with the 


sevon, covering disc jockay's, TV showmen, TV all stars, even 
famous wrestiers.. *‘ 


With his busy work load, Tommy was unable to see games 
hore, but was thrilled with ““Soccer Action” 


— BERNIE WASLIN 
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IMPORT BAN 


Many PSL clubs are up in arms over a suggested new rule which will hamper further their ability to import players 


from overseas. (= 2 

It is proposed that from January, 1983, a club wili be 
allowed only three visa players, no more than one of 
whom can be imported for the new season. 

No longer will a player who arrives on a temporary 
visa and then gains permanent residency be regarded as 
a fully-qualified Australian under the new rule. 

His category won’t change even if he becomes natural- 
ised and the clubs feel this is ridiculous. 

Makedonia president John Branoy reacted strongly to 
the move. 

“It would cost us $100,000 if we had to buy six players 
locally as replacements,"’ he said. 

“Some of our players would have to return home or 
stay here without playing football. 

“There are not enough good local players around to fill 
all these gaps anyway.”’ 

South Melbourne Hellas secretary Nick Sagiakos 
said: ‘It would be ridiculous for a player who has repre- 
sented Australia to be banned because he first came here 
on a visa.”’ 

PSL official Tony Labbozzetta said the proposed rule 
would come before the Council of Clubs at the next meet- 
ing at the end of the month. 

‘We have not yet adopted it but we believe in looking to 
local players for the future and most clubs are doing it 
already. 

“Victorian clubs are two years behind NSW in devel- 
oping a youth league and they will have to catch up, but I 
am sure we can reach a compromise with the ASF if nec- 
essary when the scheme is dealt with.” 

ASF president Sir Arthur George is the strongest advo- 
cate of thc proposed new rule. ‘ 

“We are bluntly telling these clubs that they have no 
business to be in the league if they cannot exist on Aus- 
tralian-born players,”’ he said. 

Only if a player arrives as a genuine migrant will he be 
accepted immediately and have the same privileges as an 
Australian-born player. 

Such a case is Adelaide City’s England youth inter- 
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national Neil Banfield who arrived from Crystal Palace 
as a migrant three weeks ago. 

A player-coach coming to Australia on a visa in order 
to assist a developing area may gain limited local status, 
provided he does not transfer to another club. 


Sir Arthur, speaking about the previous scheme, said: 
“We all know that one type of player comes here on a 
visa, gets to know a politician and gains permanent resi- 
dency just for the sake of playing football.’’ j 

The PSL has been asked by the ASF to suggest a for- 
mula to limit transfer fees on local players so that the 
new scheme can be implemented at a cost acceptable to 
the clubs. 
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Azzurri could 


have been playing in the 1982 PSL instead of 


West Adelaide. 


That's what Azzurri secre- 
tary Ted Iuliano told me late 
last week. 

Iuliano and his committee 
had talks with the ASF hier- 
archy and decided to run a fea- 
sability study on competing in 
this year’s PSL. 

The results of the study 
showed that Azzurri would 
need about $250,000 for a PSL 
season, 

There was uncertainty about 
the structure of the PSL at the 
time and Phillips Industries 
just had pulled out its sponsor- 
ship. That swayed Azzurri into 
not going all-out for the place 
in the PSL it felt confident of 
winning at West’s expense. 


Money isn’t a big ine 
for Azzurri. It owes ut $8,- 
009 but it owns Its own freehold 
hotel, the Azzurri Black Lion, 
near Hindmarsh Stadium. 

The club bought the hotel 
about eight years ago for just 
over $200,000. Iullano estim- 
ates its current market value 
oh between $350,000 and 


000. 

That's one hell of an asset. 
Owning the hotel on a freehold 
basis also means that Azzurri 
can use the asset as collateral 
for any major loan the club 
wishes to take out. 

There’s big news about to 
break concerning a multi mil- 
lion dollar complex which Az- 
zurri will develop. 





Tuliano was reticent about 
unveiling details as yet. 
Understandably so as negotia- 
tions still are in progress. 
However the deal, first talked 
about some two years ago, 
should be clinched within two 
to three months. It’s going to 
make other South Australian 
clubs look like minnows in the 
Pacific Ocean. 

Azzurri’s cup runneth over 
with more than just dollars, 
There are championship and 
cup honors also bubbling over 
the top. 

Azzurri’s cache in 1881 in- 
cluded the Rothman’s State 
League championship, the 
Federation Cup, Coca Cola 
Cup and Charity Cup. 

Frank Schaper ‘was the man 
at the coaching helm. Need- 
less to say his committee was 
well pleased with his efforts, 

Schaper coached rival Para 
Hills for two seasons before 
joining Azzurri last year. 

Robbie Dunn, the tall blond 
stopper with West Adelaide, is 
the only player gone from last 
year’s all-conquering first 
team d. He waa swapped 
for goalkeeper David Miller. 

Former South Melbourne 
Hellas, Ringwood Wilhelmina 
and St. Kilda Hakoah winger 
Chris Kent was all set to sign 
with Azzurri earlier this year. 

Azzurri had agreed on a $5,- 
000 transfer fee with Kent's 
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last club, Hakoah (now Hellas- 
Hakoeh in the Victorian State 
League) but couldn’t agree on 
terms for a contract with 
Kent. 

However Azzurri did come 
to terms with exciting 18-year- 
old prospect Andy Toland and 
bought the young midfielder 
from Port Adelaide for $3,509. 

Defender Barry Smith also 
was bought. He had a $500 
maximum transfer fee clause 
in his contract with Camp- 
belitown. : 

There’s nothing surer than 
that Azzurri will be up there 
fighting for a second succes- 
sive championship. It surely is 
one of the most progressive 
clubs in South Australia. 


* * * 
Abonyi paid 
the most? 


may be ahead of the former 
Socceroo supremo in the 
dollar stakes. 

When Riverwood went 
searching for a coach in 1980 
it was believed to be o 
about $60,000 over throe 
years, Not bad/ 







The best money in the Vic- 
torian State League is $300 a 
week. That's what a jeading 
State League club offered to a 
tival coach eariler this year. 
The rival coach turned down 
the offer and stuck with the 
club with which he had done 
30 woll in 1981. 

When it comes to player 
payments there's a fair-haired 
midfielder with a Molbourne 
based PSL club who is laugh- 
ing all the way to the bank. 

Without a word of a fie, this 
player gets $500 a week, 52 
weeks of the year. 

No wonder he can afford to 
go to the races so often! 

* * * 


Trinca brothers 
to Tricolore 


Across in the West, Azzurri 
ia the best. 

Perth Azzurri won the State 
League title last year with an 
enviable unbeaten run which 
clinched a $10,000 award from 
the fast chicken folk, Red 
Rooster, 

Billy Mills has been brought 
out from Scotland to add 
strength to the champion club 
but the Trinca brothers, Aldo 
and Tony, have been loaned 
for a year to rival Tricolore. 

Azzurri wants it kept quiet 
but take it from me, Tricolore 
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The Itallan sponsored Az- 
zurri reckons it can collect 
about $20,000 In sponsorship 
this year, one of the best deals 
in the west. 

Gordon Ferguson is in his 
fourth year as coach of Azzur- 
ri. He started off an player- 
coach but the old legs aln’t 
what they used to be. 

Club spokesman Frank Tor- 
rese tips Spearwood Dalimati- 
nac as Azzurri‘s main danger 
to make It two tities In a row. 

* * * 


All but two 
quit ICL 


Down Tassie way the price 
of success is believed to be in 
the region of $25,000. 

That's the reported debt in- 
curred by last year’s State 
champion Brighton. 

The club was referred to 
last year as Brighton ICL but 
the ICL company has decided 
to take its sponsorship dollar 
elsewhere, 

The parting of the ways 
after three years of sponsor- 
ship which amounted to just 
$9,000 isn't the only blow to the 
champion, A certain high- 
ranking club official promised 
the sun, the moon and the 
earth to many first team play- 
ers. To put it bluntly, the goods 










didn't materialise come pay- 
ment time. 

So the players left — all but 
two out of last year's first 
team squad. Ian Parker and 
Chris Hey are the spartan duo 
left to carry on the battle in 
the league but Parker has been 
promised a free and could 
move soon. Victorian State 
League clubs Melbourne 
Croatia and Sunshine were 
very interested earlier this 
year. 

I believe that about 75 
percent of the debt has been 
paid off and the rest will be 
taken care of by the end of this 
season, 

Reducing such a debt in such 
a short time deserves a good 
slap on the back. 

Let’s log the player exodus: 

John Chariton to Rapid 
Wrest Point; Kevin Swinscoe 
to Melbourne Juventus; 
Graham Sketchell back home 
to NZ; Billy Kirpatrick and 
Willie Peters to Croatia Glen- 
orchy; Perry Foster and Brian 
McKay to Olympia. 


Oh, and last year’s coach 
John Taylor still was consid- 
ering legal action against the 
club last time I spoke to the 
big man. 


Would you believe that 
Swinscoe was the only player 
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for whom the club received 
any transfer money? 

It's true! Seems that clause 
E on Tassie registration forms 
states that when a player signs 
with a Tassie club the player 
and the club agree on a trans- 
fer fee once the contract ex- 
pires, 

That high-ranking official 
referred to earlier came to an 
agreement over this matter 
with most of last year’s play- 
ers. He agreed that they would 
be freed once their contracts 
expired! 

But all is not lost. The 
champion club has picked up a 
midfielder from NZ, David 
Hewitt, to play alongside 
Parker, Heys and most of last 
year’s reserve side. 

It's a black picture, granted, 
but I’m betting that Brighton 
won't be relegated this year 
like so many critics are tip- 
ping. 

I expect a cosy, mid-table 
finish is in store. Meanwhile 
the hard-working committee 
can continue to pull the club's 
head back above the murky, 
financial waters. 
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Costs cripple 
Queensland 


You have to pay your own 
way from now on in the 
Queensland State League. 
Gone are the days when travel 
and accommodation costs 
were shared evenly by the 
member clubs. 

When these costs were 
shared each club had to come 
up with about $15,000 a season, 

It just got too much for Mt. 
Gravatt, Grange Thistle, Ma- 
reeba and Wynnum so they've 
shunned the State League and 
headed for the financial com- 


The countdown to Sunday’s Greek derby at Z 
Middle Park between Hellas and Heidelberg- _ 


Cole: ‘We kick back 
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Alexander has begun. 
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different forward lines but 
we've got more flair up front 
whereas they are fairly set in 
the method by which they go 
forward. 

Don Macleod’s an aggres- 
sive player and we had bit of a 
run in during this year’s 
Ampol Cup. 

Brisbane Lions’ defender 
Col Bennett is a similar type of 
player. There’s not a great 
deal you can do to combat ag- 
gressive stoppers. I try to be 
as quiet as possible and not get 
them too riled. 

I just hope that the referee 
is on the ball. You can run into 
this type of player but it 
doesn't bother them much. 

I'll just keep my eye on the 
ball and I hope that the tackles 
aren't too high. 

In recent weeks we've 
brought pressure on ourselves 
with poor results against 
J.U.S.T. and Canberra. It’s en- 
tirely the fault of the players, 
but we can rectify this against 
Heidelberg. 

Winning obviously will get 
us that bit closer to the top of 
the table and it means a lot to 
our Greek supporters. 

I’m confident that we'll beat 
Heidelberg. 


GARY COLE (Alexander, 
striker): 
We're just about ready to hit a 
consistent patch and I think 
we'll beat Hellas on Sunday. 

We've been through a lot in 
recent times. We were ex- 
pected to destroy Marconi but 
they destroyed us, then we did 
well against Brisbane Lions. 
We've been working on this 


wer 





and the results will come, I’m 
sure. 

There’s a bit more dig in our 
side now. We used to get kick- 
ed, then settle back into play- 
ing football then get kicked 
again, Now we kick back. 


It doesn’t bother us playing 
away from home. Wherever 
we go the other side always 
has more supporters anyway. 
And Middle Park isn't as small 
as some people think it is. The 
enclosed nature of the ground 
gives it a small appearance. 
Personally, playing on a good 
surface suits me fine. 

We are an organised team 
that plays organised soccer. 

Taking our chances is the 
key to the game. On chances 
alone we annihilated Hellas in 
the Ampol Cup. The name of 
the game is to make those 
chances count. 

Anyway, Hellas isn’t setting 
the world on fire right now. 


JOHN STEVENSON 
(Hellas, midfielder): 
We won't lose. That's for sure! 
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Man for man and as a team 
we're the better side. 

It's really a clash of two dif- 
ferent styles. They play with 
twin strikers whereas we use 
three up front. They've been 
playing that way for a while 
now and their players have 
been together for a few sea- 
sons. 

Wee Jimmy Rooney keeps 
them ticking over in midfield 
but I think we’ye got more 
skill than them. 

We've got enough ex- 
perienced players to get us 
through our present situation 
and help bring on the younger 
players in the side, 

I'm going into the game full 
of confidence. 


JIM CAMPBELL (Ale- 
xander, midfielder): 

This is the biggest game of the 
season as far as I'm con- 
cerned. 

It’s a derby with a great at- 
mosphere and that will bring 
the best out of the players. 

We'll win. We killed them in 
the Ampol Cup but just didn’t 
take our chances. 

With Kenny Taylor back in 
midfield this year I’ve been 
given a much freer role. 

I like getting released to go 
forward and I'm really looking 
forward to Sunday. 

Some people at Hellas think 
that they're more skilful. As 
far as I’m concerned that’s a 
slightly big-headed attitude. 

We collapsed badly against 
Hellas in the Ampol Cup game 
but we've sorted out that prob- 
lem. It won't happen on Sun- 
day. 


ARTHUR XANTHO- 
POULOS (Hellas, defend- 
er): 


I'm always confident when we 
play Alexander because Hellas 
seems to hit a high in a big 
game and perform the way it 
can. 

It’s really a battle of skill 
and strength. We have the skill 
and they have the strength, 

Their asset is their running, 
on and off the ball. Gary Cole 
is hard to stop because of his 
physical ability. He’s dan- 
gerous all the time and you 
can’t give him an inch. 


DON MACLEOD (Hei- 
delberg, defender): 

Of course we'll win on Sunday. 

We're a better team, better 
organised and we've got better 
players. 

I'm really looking forward 
to the game. The atmosphere 
should be fantastic. 

I enjoy playing against good 
players like Alun Evans. He’s 
a seasoned professional and he 
knows all the tricks. 

He's a great shielder of the 
ball and I'll have to stick close 
to him. Pll win everything in 
the air. Pll just try to get a 
foot in when he’s in possession 





cause I was asked to) and say 
that Townsville can expect to 
rake in about $50,000 in spon- 
sorship this year. 

On top of that the club owns 
shares in Lowths hotel in 
Townsville. The hotel's Blue 
and Gold lounge is sort of a 
social club for the soccer boys 
and there's sure to be regular 
income flooding in from the 
lounge. 

Kenny Worden has landed 
the plum coaching job with 
Townsville. He shouldn’t have 
been too surprised to get the 
job vacated by Tim White, now 
Director of Coaching for Vic- 
toria. 


* * * 


Odd couple 
to Spain 


Talk about the odd couple! 


“Soccer Action’ photo- 
grapher Les Shorrock and the 
VSF’s ground manager for 
Olympic Park, Albert Merrills, 
together in Spain for the 
World Cup. 


In a caravan no Jess! 


Shorrock's no dummy, 
though. He's taking along his 
infamous Tartan’ bonnet, 
Seeing that he'll be at Scot- 
land's three preliminary round 
games he’s done the right 
thing. 


He'd better just nod his 
head when approached by 
one of the Scottish hordes, 
though. As soon as he opens 
his mouth his ploy will be un- 
covered, for he’s a pom. 


The staple diet for the odd 
couple is powdered milk and 
porridge. 


Shorrock’s a real character 
when he's working behind the 
goals, clicking away at his 
Box Brownie. 


! hope. for the sake of the 
Spanish organising com- 
mittee, that Senor Shorrock 
restrains himself, especially 
during the final. 


Imagine being one of a 
multi million TV viewing au- 
dience rivetted to the action 
in the final and watching a 
photographer wearing a 
Tartan bonnet hold up play 
while he argues with the ref- 
eree over which side of the 
goal a corner should be taken 
from. 

Not to mention drawing 


the referee's attention to a 
substitute illegally warming 


MASSIVE PROBLEMS THREATEN Pp 
acs ieee THE WORLD CUP! ©) 


Ireland) and/or Argentina is forced to withdraw 


Falkiand Islands — Malvinas 
British teams (England, Scotian 


Andrew Dettre | 


soccer-nut Henry Kissinger to 
referee the games. 
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If it did — international 
soccer would grind to a quick 
halt. 

Should FIFA depart from 
this sane platform, it could 
expel — 


As for FIFA taking drastic 
action against Argentina be- 
cause of its seizure of the Fal- 
klands — that’s simply out of 
the question. 

FIFA has 





made it quite 





Doug Collins: Olympic aims 
to set goalscore record. 


Doug Collins, the 36-year-old coach of 
Sydney Olympic, has thrown Australian 
soccer conventions out the window by pur- 
suing an all-out attacking style in away 
matches as well as at home. 


Not for him the cautious approach of making sure of at least 
one point! 

And it’s paying off handsomely not only in championship 
points, but also in entertainment value and gate takings. 

Witness the 12,000 crowd at Olympic’s match against APIA 
two weeks ago... 

Collins succeeded Tommy Docherty as coach of Olympic 
aa 10 months ago, after 20 years as a professional in Eng- 

and. 

During those 20 years he had: four years with Grimsby 
Town; nine years with Burnley; one year with Plymouth; one 
year with Sunderland; one year as player and coach with Tulsa 
Roughnecks in the U.S.; six months as player-coach of Derby 
County when Docherty was manager there; and a stint as play- 
er-manager of Rochdale before coming to Australia last year. 

Collins talks about his job with Olympic, and about the 
players under him, in his interview with ‘Soccer Action” editor 
LAURIE SCHWAB: 


SCHWAB: Your good run In the league was marred 
somewhat by your 0-1 loss to Croatia In the NSW 
Ampol Cup quarter-finals last week. What happened? 

COLLINS: Anything I could say would probably sound like 
sour grapes, but I do think the refereeing left a lot to be desired. 
Croatia went out to worry us and their tackling often was quite 
border-line, but the referee didn't bring out the yellow card 
until five minutes from the end and by then it was too late. But 
they deserve credit. They apparently had five men out of the 
side, but they did their job well. That's soccer. One minute 
you're on top, then you're kicked in the teeth just to show you 
ie you're not as good as you may think. 


SCHWAB: What kind of impression did you form 
about Olympic when you took over lest year, on Doch- 
erty's recommendation? 
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COLLINS: I knew from what I had heard and seen that this 
was a good attacking side but it had lost its last two games 
under Docherty and it lost its first three under me, giving us a 
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@ KOUSSAS @ ROGERS 


- buuw :ud. We were OK when we had the ball but that we didn’t 

+ have aclue when the opposition had it. I worked on that, so that 

each player would know exactly what to do and what his team- 
mates had to do when the opposition was in possession. 


Ye SCHWAB: What exactly are their defensive duties 
now? 

COLLINS: I can’t tell you that. All I can say is that the back 
four know exactly what the midfielders will do, and the for- 
wards know exactly what the midfielders will do. We work the 
opposition into certain areas. 


@ ZIRAS 


> SCHWAB: In other words, you force the opponents 
> to play the ball into a certain direction. 


COLLINS: That's right, but I’m not going to tell you into what 
Dae directions. It’s a team plan, that’s all. 


SCHWAB: Your team has been criticised, though, for 
being weak defensively. 
COLLINS: 1 woufdn't agree. All 1 would concede is that we 


have been giving away sloppy goals. The first one against Adel- 
aide City was sloppy, so was the one against St. George. 


SCHWAB: With such a talented squad, you've been 
faced with some protty difficult choices in team selec- 


 s 


> COLLINS: Ken Wilson and Tommy Gavin are the ones who 
> a have suffered. They’ve both been playing well but they haven't 
been in the side consistently. Wilson stands out the most in this 
regard. He had been playing in the back, but because of circum- 
> « stantes, we asked him to play midfield but when other players 
returned, he was out again. When Jimmy Redfern was injured, 
Wilson came in as centre forward and scored two goals against 
Adelaide City but once more he was out when we played against 
a APIA, because Redfern came back. I'm sure Wilson will come 
back as a regular eventually but for the time being I have to 
YE stick with the team that’s doing so well. 


SCHWAB: Wilson also can play right back, but 
Martyn Rogers has been slotted in there. Is he the 
regular right back now? 

COLLINS: When Rogers came out from England, Danny 
Moulis was the right back but Danny was injured and needed a 
cartilage operation. Rogers therefore has been in for the past 

 @ six games and, together with Peter Katholos, he’s been my 
4 most consistent player. 


SCHWAB: Katholos, of course, has been leading our 
best player award for some weeks. 


COLLINS: It's little wonder. He frustrates me sometimes 
but he’s an amazing character and an amazing player. He’s as 
good as anything I’ve seen in England and he could play any- 
where. 


SCHWAB: What mekes him such a good player? 


COLLINS: Determination and tremendous skill. Rarely do 
you get those two qualities together. Katholos battles right to 
the end of every game. He never stops. At times he holds the 
ball too long, but he makes up for it in other ways. He's a won- 
derful character to have around and he’s very well liked by the 
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army ps had all the sta- 
diums encircled by tanks, ba- 
zookas and pate helicop-: 
ters in case of another attack. 


@ Poland for defaulting on 
its $25 billion debt to western 
banks; and just about every 


other member country for Four years ago the Argenti- 
major or trivial reasons nian government and all of us 
objectionable to some others. wondered if the ‘Mundial’ 



















@ RASKOPOULOS @ P. WILSON 


others. Really, I can’t see a better player in Australia. Maybe 
I'm biased and maybe other coaches will have their own sugges- 
tions, but there's not a better midfield combination than Kath- 
olos and Raskopoulos for the national team. 


SCHWAB: What would you say are the differences 
between Katholos and Peter Raskopoulos? 

COLLINS: Raskopoulos is a thinker, Katholos is pure skill 
and motivation. Raskopoulos is more the general. He's on the 


ball less but he’s a good distributor. He looks for the openings 
and he finds them. 


SCHWAB: To what extent has Raskopoulos im- 
proved during your six months at the club? Let's re- 
member that Marconi fet him go. 


COLLINS: I don't know if the World Youth Championships 
was what did it but he certainly has more confidence now, He’s 


e KATHOLOS 


to your r, Jim Ziras. 

COLLINS: You're right, and it’s worse for a defender, but 
you can’t do much more than tell the boy. If he’s not prepared to 
learn, he'll suffer in the long run. I believe a defender must 
know when to play, but he also must know when to give the ball 
a good boot up the park. Despite that fault of his, he’s a ver 
talented player, who has a knack for getting forward and find- 
ing the gaps. 


SCHWAB: Have you ever threatened that you'll 
leave him out if he gets caught in possession too often? 


COLLINS: No, I don’t believe in that. [ don’t want to make 
him frightened of doing things. If he loses, it we’ve got to be 
prepared to accept that because he is, after all, doing it less 
now than when I first arrived. 


SCHWAB: Mark Koussas has been praised to the 
heavens recently, yet he was criticised last season. 
How has he improved? 


COLLINS: I was told early on that Mark Koussas could not 
score goals —- that he was missing most of his chances. But he’s 
been scoring plenty for me. He’s still missing more than he's 
scoring but so long as he’s there to miss them, I don’t mind. At 
training I get him to have a crack every time he gets sight of the 
goal. I don't care how many times he misses, so long as he has a 
go. He does his share of work, too, but it’s in the penalty area 
that he’s most effective. He’s quick and brave and he has an 
unorthodox approach. He does things which he really shouldn't 
do, but they often work for him. For example, he often turns 
into players when he should lay the ball back. Even then, he 
somehow manages to power his way through. I saw George 
Best playing like that in the box. He’d bounce the ball off oppo- 
nents’ legs in order to score. 


SCHWAB: The reputation of Graham Jennings has 
grown parallel! with that of Katholos and Koussas. 
What kind of work have you done on him? 


COLLINS: A lot. He has fantastic speed, so we have concen- 
trated on exploiting it. But he’s untidy at times and we're trying 
to correct that. Sometimes he loses concentration, he gets 
bogged down in the wrong areas, and he loses the ball after 
holding it too long, which can put two or three of our players out 
of the game when the opponents get the ball back. 


SCHWAB: Does he come inside enough? 


COLLINS: Yeah, plenty. It is true that we encourage him to 
go mainly down the line and to run at players, but he does get 
inside. 

SCHWAB: But Redfern, when ho‘’s on the wing, 
always seems to have more opportunities open to him 
than Jennings does. 

COLLINS: That's because he’s a much more experienced 
player. But in our last four matches, Jennings has been great, 
and we still haven't seen the best of him. I’m sure he’ll go on to 


play for Australia. I can’t think of any other left wingers who 
are as good. 


SCHWAB: Is it true that Tommy Docherty Is to 


return to Olympic as manager, with you continulng as 


coach? 


COLLINS: It is true that he’s coming to Sydney, but I don’t 
know if he’s coming back to Olympic. He'll be here on May 9. 


TEAM PHOTOGRAPHS IN COLOUR 


ADELAIDE CITY, BRISBANE LIONS, 
CANBERRA CITY, FOOTSCRAY, HEIDELBERG, 
MARCONI, NEWCASTLE, PRESTON, S.M. HEL- 
LAS, SYDNEY CITY, SYDNEY OLYMPIC, WEST 
ADELAIDE, WOLLONGONG, ALBION ROVERS, 
CROYDON CITY, GREEN GULLY, GEORGE 
CROSS, HELLAS HAKOAH, KEW CITY, SUN- 
SHINE CITY. 


COLOUR 10 x 8 $7.50 (inc postgs) 
BLACK & WHITE 12 x 10 $4.50 (ic! postagn) 


Soccer Action shots also available 
10 x 8 $4.50 (inc! postage) 
“Have your team photograph in colour”. 
For quote ring (03) 527 2808 




















apart from the possibility of ment is that Olympic enjoys a 


Do imagine, if you’re good 


Basque disturbances, we could much greater popular support 
have massive problems with a Sie jm gr England : and thus could have recouped 
or because of the — in Round ts $39,000 investment much 
atecene amet al. easier and quicker. 
wo or in a semifin + 
fict Argentina v England con- I guess they’d have to call in This is, of course, true — if. 








ou go on gate takings. But 
ew clubs anywhere in the! 
world depend on that source 
alone for their revenue. 

Sydney City’s parent club, ' 
Hakoah, makes a $30,000 profit 
— clear profit — about every 
fortnight; right through the 
year, soccer or no soccer. 

And that, surely, is an ade- 
quate financial basis. 

Another popular theory, 
pradwally turning into a myth, 
s that Sydney City unfailingly 
“buys success”. 

The fact Is that it hardly 
ever buys players — not at 
anywhere near the frequency 
of many other clubs. 

In 1980 it bought one — 
Kenny Boden. Last year it 


! 





" SCHWAB: Traditionally, It is very hard for any coach 
to work with the big Greek clubs In Australia because 
the fans invariably apply heavy pressure when things 


go wrong. Have you come across that pressure yet? bought two — John Kosmina 
COLLINS: It’s been not too bad because we've done well. and Agenor Muniz. This year 
it’s been Mitchell. 


After one loss there did tend to be a little panic but when I'm 
attacked I attack back. After that loss however, we won four in 
a row, so I'll be able to answer the question better when we hit a 


Four quality players in 
three seasons — surely less. 


* 


bad run. I know there will be confrontation, but I'll just get on than the average in the PSL. 

with the job and if they're not happy with me, I'l! go elsewhere K att pieeahi ssyanet aa 

and be successful. one re ee stehe a on 
SCHWAB: No problems with the committee? K nel mubrpeymest - 
COLLINS: Not at all. I deal directly with the president, John 4 lished Ly the cl lath aod a 


Constantine, who relays my feelings back to the committee. 
He's an easy man to deal with. He’s the same when we lose as 
he is when we win, just like me. 


SCHWAB: Which team has been your strongest op-K 
ponent this year? 

COLLINS: South Melbourne beat us 2-1 by playing very de- 
fensively. Heidelberg, J feel will be up there because they have x 
quality players, no matter what anyone says. Sydney City is a 
top team and APIA still is a good side although we beat them 
2-0. They never gave up and, in my opinion, Marshall Soper is 
the best striker in Australia, He's fast, mobile and brave, 


SCHWAB: Better than Gary Cole? 
COLLINS: I think so. But I like Cole too, don’t get me wrong. + 


SCHWAB: In the company of the teams you have. 
mentioned, are you confident Olympic can win the 

had expected or even deman- 
K Ged. 


title? 
LP LIL LL LL LLL LL LLL LLL 


COLLINS: We'll be up there — at least in the top four, any- 


way. 
THE CLUB SPECIALISTS 


179 SPRINGVALE ROAD, NUNAWADING, 3131. TELEPHONE 877 5984 
Peter White 726 0836 (A.H.) Nell Griffin 728 4326 (A.H.) 
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Kalman, an astute team man- 
ager, and most successfully 
continued by the present team 

“boss”, Andrew erer. 
Through some odd 
coincidence, both carved out a 
brilliant career In the small- 

goods and meat business. 
However, those who chide 
the wealthy Slickers for their 
occasional spl tend to 
x forget that few clubs In Aust- 
ralia can sell players better 

than them. 

Let me give yeu the 
~example of John Stevenson for 
whom South Melbourne Hellas 
actually paid considerably 
more than the Siickers ever 
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3 WEEKS 
DELIVERY ON 
CLUB STRIPS 


WE ARE THE CHEAPEST 
WHY PAY MORE 


UMBRO MATCH BALL 
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Size 3 $17.00, size 4 $27.00, size 5 $29.00, 
18 panels. . 


DUNLOP BOOTS were 346-35 now $25.00 
MITRE BOOTS most sizes $25.00 
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Two two-year ban on 
Juventus striker Paolo 
Rossi for the bribes 
scandal is over and as he 
is wanted for Italy's 
World Cup squad it’s 
likely he will figure in 
one of Juventus’ few re- 
maining league matches. 
Another good bit of 


Enzo Bearzot is that Flo- 
rentina midfield star 
Giancarlo Antognoni, 
who fractured his skull 
over four months ago, 
has made a successful 
comeback with his club 
and will be fit for Spain. 
*x*wk 


Norwich City is letting its 
$600,000 record signing of 
two years ago, Drazen Muzi- 
nic, go for free along with 
another eight players, most 
of whom have had consid- 
erable first team ex- 
perience. Muzinic was on an 
expensive contract with the 
Canaries. As well as relie- 
ving Norwich of a big finan- 
cial worry the player will be 
able to pick up a handsome 
signing fee from one of the 
many continental clubs sure 
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news for Italy manager _ 


Paolo Rossi 


to seek his signature. Mizin- 
ic played only 25 first team 
games for Norwich in his 
two years after coming from 
Hadjut Split where he made 
36 international appearances 
for Yugoslavia. 
kk 

A 16-year-old Brighton fan 
who threw a lead weight at 
Brighton's Eire inter- 
national striker Mick Robin- 
son and badly scarred his 
face, was fined $400 in court 
and ordered to pay $100 com- 
pensation to Robinson. 





West German champion Bayern Munich, three goals down after 18 minutes, 
staged a magnificent comeback before losing 3-4 to CSKA Sofia of Bulgaria in 
their European Cup semi final first leg in Sofia. 








Jan Peters 


Notts County, managed by 
that wry Scot, Jimmy Sirrel, 
has the smallest playing 
staff in either the First or 
Second Divisions, with a 
bare 22 pros. Sirrelt has done 
a wonder job in establishing 
County back in the First 
Division on a shoestring 
budget and only one lavish 
signing — John Chiedozie the 
Nigerian international stri- 
ker from Orient. 

ak * 

Justin Fashanu, back in 

the Notts Forest side, grab- 


TRAVEL SERVICE 


(MILAN MIJUSKOVIC, Manager) 


MELBOURNE 3000 


200 BOURKE ST 


(in Mid City Arcade) 


QANTAS 


663 4560, 663 4569 





Travel with the Airline of your choice to anywhere in 
the world, 


WE PREPARE TRAVEL DOCUMENTS FREE OF 
CHARGE FOR ALL SOCCER FANS 








From JIM COOK 
our European 
correspondent 


bed front page headlines in 
the ‘Sunday People’, hotly 
denying malicious gossip 
and allegations that he is a 
homosexual. Fashanu in fact 
says he has had a steady girl 
friend — a Norwich model — 
for the past two years and 
said he will sue through his 
legal advisers if anything is 
said openly. 
ba ag 

Argentine soccer really 
does have economic prob- 
lems which have recently 
been highlighted by the 
plight of top side River Plate 
and the fact that Boca 
Juniors may have to sell 
Maradona as some of its 
playing staff have 10U’s for 
wages dating back to 1980. 
Root of the problem is the 
State of the country's econo- 
my. In 1978 just after the 
World Cup the rate of ex- 
change was 800 Argentine 
pesos to the dollar. Now it's 
nearer 10,000 pesos to the 
dollar which spells bank- 
ruptcy. 

xk * 

Joe Harper, the former 
Scottish international striker 
who moved between Hibs, 
Everton and'Aberdeen for 
figures totalling over half a 
million is now player-man- 
ager of Scottish Highland 
League side Peterhead. 

xk * 

The transfer deadline has 
come and gone in England 
and other than a couple of 
six-figure deals, around 30 
other players moVed clubs at 
peanut fees, on loan or at no 
cash transaction at all. This 
reflects on the economic 
crisis surrounding the game 
and is in contrast with the 
1981 season when over $6 
million changed hands in 
transfer deals before the 
March deadline. 

Biggest deal involved the 
return of central defender 
Steve Wicks to Queens Park 
Rangers from  hard-up 
Crystal Palace. Wicks cost 
Palace $1.4 million from 
QPR less than a year ago but 
the astute Terry Venables 
got a thief’s bargain, getting 
Wicks back for just over 
$600,000. 

xxx 


Only one other six-figure 
deal had a stock exchange 
look about it. Mick Harford, 
the Bristol City striker, 
moved to Birmingham via 
his former club Newcastle 
United for $200,000. With the 
old Bristol City in the hands 
of the receiver and the club 
still owing Newcastle $200,- 
000 for his transfer, he 
moved back to the Geordie 
club for free who then picked 
up the $200,000 fee from Bir- 
mingham, If the deal had 
gone through direct then the 
receiver would have collect- 
ed the cash. Harford had a 
dream debut for the strugg- 
ling Birmingham and got the 
only goal in its match with 
Brighton which gave it three 
points. : 


**x* 


Two big loan deals in- 
volved striker Alan Biley of 
Everton who went to Stoke 
City while Richard Money 
the former Fulham defender 
who cost Liverpool $600,000 
was loaned to Luton Town. 

Former Scottish inter- 
national captain Archie 
Gemmill kissed goodbye to 
his long service in British 
soccer when he was freed at 
35 to join Jacksonville in 
USA 

kkk 

George Best, who walked 
out on San Jose Earthquakes 
before their match with New 
York Cosmos, has been 
sacked by the NASL side 
whose manager says he 
won't play for them again 

xxx 

No messing with Jock 
Stein. After British report- 
ers had been denied access 
to interviews with Russian 
champion Dynamo Kiev’s 
World Cup players, the Scot- 
land boss brushed aside Rus- 
sian journalists who wanted 
to interview him 


CSKA, conquerer of English holder Liver- 
pool in the previous round, stunned Bayern 
with a three-goal blitzkrieg in the first 18 min- 
utes. 

But Bayern, champion of Europe from 1974- 
1976, refused to lie down. 

Bayern’s chances of appearing in the final 
in Rotterdam on May 26 looked non-existent 
after that opening burst. 

It was still reeling from Dimitrov’s early 
opener when Yonchevy added the second witha 
blistering free-kick from 22 metres which left 
Bayern goalkeeper Manfred Mueller clutching 
thin air. 

CSKA striker Stoycho Mladenov, who 
scored the two goals which knocked out LIv- 
erpool in the last round, set up the third 
against Bayern with a solo run into the Bayern 
penalty area which came to an abrupt end 
when he was fouled by defender Udo Hor- 
smann,. Rade Zdravko gave Mueller no chance 
from the resultant penalty. 

Bayern coach Pal Czernais promptly sent 
on striker Dieter Hoeness, brother of the 
club’s general manager Ui, in place of Icelan- 
dic International Asgeir Sigurvinsson and the 
move quickly paid off. 

For after Duernberger sparked the visitors’ 
fight back in the 27th minute, Hoeness struck 
just five minutes later to make the score 3-2. 

But the Bulgarian struck again in the 49th 
minute when Bayern international Wolfgang 
Dremmler miscued a pass straight to the feet 
of Tonchev, unmarked in front of goal, and he 
scored easily. 

Bayern captain Breitner completed the goal 
rush when he surged upfield in the 82nd 
minute to despatch a fine drive past CSKA 
goalkeeper Georgi Velinov. 

Aston Villa kept England’s chances of a 
sixth successive European Cup triumph alive 
with a 1-0 victory over Belgian champion An- 
derlecht in Birmingham, 

Villa owed its semi final first leg victory to 
England international winger Tony Morley, 
who collected a pass from midfielder Gordon 
Cowans in the 27th minute and drilled a low 
shot past Anderlecht goalkeeper Jacques 
Munaron. 

But despite almost incessant pressure, Villa 
failed to convert a succession of chances into 
goals and its hopes of survival in the second 
leg in Brussels in two weeks’ time looks slim, 

Radnicki Nis of Yugoslavia beat Hamburg 
2-1 in their UEFA Cup semi final first leg in 
Nis but with an away goal under their belts, 
the powerful West Germans look hot favour- 
ites to advance to the final, 


Chris Marustik, the 20- 
year-old full back of 


id, back to U.K. Fee would 
be around $1 million but 






EUROPEAN CUP 
in Sofia: CSKA SOFIA (Bulgaria) beat 
BAYERN MUNICH (West Germany) 4-3 
(halftime 3-2). 
In Birmingham — ASTON VILLA (England) | 
beat ANDERLECHT (Salgium) 1-0 (halftime 


7-0). 
CUP WINNERS’ CUP: 

in Tbilisi: STANDARD LIEGE {Belgium} 
boat DYNAMO TBILISI (Saviet Union) 1-0 
(halftime 1-0). 

in London — TOTTENHAM (England) and 
BARCELONA (Spain) drew 1-7 (halftime 0-0). 

UEFA CUP 

in Nis, RADNICKI NIS (Yugoslavia) beat 
HAMBURG {West Germany) 2-1 {haiftime 
0-0). 

In Kaiserslautern: KAISERSLAUTERN 
(West Germany) 1 GOTHENBURG (Swedon) 
7 (half-time 7-1). 
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Hamburg’s important goal arrived in the 
55th minute when midfielder Thomas van 
Hessen latched on to a cross from Juergen 
Milewski to bullet home a superb header. 

Van Hessen’s effort means Radnicki, one of 
the dark horses of the competition, will have 
to produce a miracle to hold Hamburg in the 
second leg in two weeks’ time. 

Yet just four minutes earlier Yugoslav 
hopes were riding high when Suad Beganovic 
slammed home the opener from close range 
after Niodrag Stoiljkovic and Zoran Bojovi- 
chad had carved open the Hamburg defence. 

Radnicki gained its slender first leg advan- 
tage when captain Milan Obradovic scored the 
second goal in the 75th minute after a brilliant 
solo run. 

West Germany’s Kaiserslautern, which 
crushed Spanish giant Real Madrid 6-3 in the 
last round, suffered a major setback when its 
was held to a 1-1 draw by Swedish league 
champion Gothenburg in their UEFA seml 
final in Kaiserslautern, 

For Gothenburg, the result continued a 
great run in the competition. It has yet to be 
beaten in the current UEFA Cup campaign, 
winning six times and drawing three matches. 

In earlier rounds, Gothenburg eliminated 
Valkeakosken Haka of Finland, Sturm Graz of 
Austria, Dynamo Bucharest of Romania and 
the 1980 European Cup-Winners’ Cup victor, 
Valencia of Spain. 

Kaiserslautern took the lead after 10 
minutes when Erhard Hofeditz seized on a 
long through ball from Werner Melzer and 
gave Gothenburg goalkeeper Wernersson no 
chance with his shot. 

The Swedes were rewarded with an equal- 
iser in the 29th minute when Corneliusson 
wove his way through a slack defence to bury 
the ball in the German net. 


near Toronto. 
xk 


Swansea City, won his first 
cap for Wales against Spain 
after playing only 32 first 
team matches. Marustik, a 
former Welsh schoolboy and 
youth international, is the 
son of a Czech father. 
kk 
Manchester United and 
West Bromwich Albion are 
both trying to lure Laurie 


Cunningham the England 
winger now with Real Madr- 


Cunningham’s terms would 
be the stumbling block. He is 
reputed to earn $500,000 a 
year with Real. 
ka 

Toronto Blizzards bossed 
by Bob Houghton, are ex- 
pected to sign Manchester 
United and Northern Ireland 
defender Jimmy Nicholl for 
around $500,000. Nicholl will 
virtually be returning home 
as he was born in Hamilton 


Two Dutch stars, both 
midfielders and both with 
AZ6?7, could be in English 
soccer next season, They are 
Jan Peters and Johnny Met- 
god. Peters, skipper of the 
club, finishes his contract 
soon and has been eyed by 
Arsenal and Wolves, while 
Metgod was a target for 
Everton when Holland re- 
ma played Scotland in 
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* May 2 D-day for 


*Rasica 
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An interesting confrontation 
has sprung up in the NSW 
State League between 
coaches Mick Jones of Manly 
and Rale Rasic of Blacktown 
City. 

Mick Jones has not hidden 
his anger at being released by 
Blacktown after he took it toa 
respectable position in the 
Philips League in its debut 
season two years ago. 

Blacktown decided it did not 
want Jones after the season 
ended, preferring Rale Rasic 
who moved from Adelaide City 
to take up a part-time coach- 
ing position 

Jones, meanwhile, was left 
without a job and it was not till 
half way through the next 
season that a struggling Manly 
parted with its coach and took 
on Jones who is a local resi- 
dent 

Mick Jones got Manly out of 
trouble and, aided by a few 
judicious signings such as 
Sydney City’s Terry Smith, 
now has assembled a very 
strong squad which is chal- 
lenging for top spot in the 
State league. 

The ambitious Blacktown 
needs that top position more 
than Manly. 

It is Blacktown’s ticket back 
to Philips League. 

Rale Rasic also needs that 
top spot at the end of the 
season to answer those critics 
who say the fact that he has 
not been able io win a league 
title in well over a decade of 
coaching with top teams indic- 
ates a flaw in his coaching 
methods. 

To date Rasic has been able 
to win Cup events fairly con- 
sistently, with success in 
Japan with St George and his 
World Cup qualification with 
Australia being his greatest 
achievements, 





nd Jones 


§ Mike Johnson 





championships but has not 
coached consistently at as high 
a level as Rasic. 

The big crunch for both 
coaches comes on Sunday May 
2 at Cromer Park when Manly 
meets Blacktown City. 

I know from conversations 


ee 


with Mick Jones that he has 


been looking forward to that 
confrontation for over a year. 

He has a point he wants to 
prove to the Blacktown man- 
agement. 

This, on the other hand, is 
just the type of game for which 
Rale Rasic can be expected to 
build his team to a psy- 
chological high. 

Both teams have some ex- 
cellent players 

Paul Kirwan the Blacktown 
newcomer, a very dangerous 
winger, is able to “‘go at’ 
players possibly better even 
than the diminutive South Mel- 
bourne attacker George Camp- 
bell. 

Cliff Pointer, Robert Wheat- 
ley, keeper Bruce James, mid- 
fielders Harry Housseini and 
Stuart Selvage are just some 
of the very good Blacktown 
players who | personally tip to 
win the State League. 

On the other hand Falconer, 
Bobby Smith (like Terry, ex- 
Sydney City) striker Regan, 
utility player David Jack, plus 
the elegant Terry Smith are all 
class players, backed up with 
solid ageression from sweeper 





Mick Jones 


Doyle at the heart of the back 
four. 

My Bankstown City team 
took a first half hammering 
from Blacktown and ended up 
losing 1-3, whereas we beat 
Manly 2-1 in an Ampol Cup 
game. 

However I was very impres- 
sed with Manly that night and 
told Mick Jones that his team 
would definitely make the top 
four. 

The Manly coach was even 
more confident. 

He said: “I had a couple of 
good players out tonight. When 
we get them back I have 
a team that can win the lea- 
guel”’ 

May 2, at Cromer Park 
could have a big bearing on 
who will eventually take out 
the prestiguous State league 
title. 

Melita, Croatia and Riv- 
erwood will also have their 
own thoughts on that matter as 
all of them consider they have 
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SYANIKGARENA 
in South 


Australia 


PLAYER OF THE 
YEAR AWARD 


sce (18°") 


COLOR TV 


VHF/UHF rotary tuner. Fidelity 
Speaker. Woodgrain cabinet. 
Model C1816. Table Model. 


KOSMOS FURNITURE & ELECTRICAL 
TOP BRAND NAMES — BEST PRICES 
140 Henley Beach Road, Torrensville 
Ph. 352 4222 


FOOTSCRAY J.U.S.T. 2 
(Kojic, Mioski) WEST ADEL- 
AIDE HELLAS 2 (Honey- 
man, Santrac) at Schintler 
Reserve. Votes by Laurie 
Schwab: 

6 Lujic (JUST) 5. O'Reilty 
(JUST), 4. Honeyman (WA), 
3. Hioski (JUST), 2. Boath 
{WA), 1. McGachey {WA). 

HEIDELBERG — ALEX- 
ANDER 0 WOLLONGONG 2 
(Cotton, O'Connor) at Olym- 
pie Park. Votes by Peter De- 
sira: 6. Vilestra (W), 5. 
Cotton (W), 4. Adam (WV), 3. 
Macleod {H), 2. Vardareff 
(Vv), 1. Yzendoorn {H). 

BRISBANE CITY 1 (Palin- 
kas) APIA-LEICHHARDT 1 
(Bohan own goal) at Spencer 
Park. Votes by Ricky Rosso: 

6. Pimbiett (BC), 5. Bradi- 
ey |APIA), 4. Wishart (BC), 
2. McBroen {APIA}, 1. 
Dunne (BC). 

CANBERRA CITY 2 
(McLaren, Cant o0.g.) 
SYDNEY CITY HAKOAH 0 
at Bruce Stadium. Votes by 
Peter Windsor: 

6. T. Byrne (Can), 5. Mi- 
lovanovic (Can), 4. Mullen 
(SC), 3. Kosmina {SC}, 2 
Hoszowski (Can), 1. Watson 
(SC). 

ADELAIDE CITY JU- 
VENTUS 0O BRISBANE 
LIONS 2 (Milliman 2) at 
Olympic Sports Field. Votes 
by Meno Toutsidis: 

6. Hogg (BL), 5. Millman 
(BL), 4. Dods (AC), 3. 
Lowndes (BL), 2. Ferris (BL), 
1. Bennett (BL). 


ST. GEORGE BUNDA- 
PEST 2 (Barton, J. O'-Shea) 
PRESTON MAKEDONIA 0 
at St. George Stadium. 
Votes by Ted Smithies: 

6. Marton (St. G), 5. Pet- 
rovski (Mak), 4. Stone 
iSt.G), 3. Cullen (Mak), 2. 
Skeen (St. G), 1. Fraser 





MARCONI 2 (Jankovics, 
Calderon) SYDNEY OLYM- 
PIC 3 (Redfern 2 incl pen., 
Koussas) at Marconi Sta- 
dium. Votes by Alex Vesic: 

6. Phillips (SO), 5. Kath- 
ofos (SO), 4. Raskopoulos 
{SO), 3. Redfern (SQ), 2. 
Jankovice (Marc), 1. 
Calderon (Marc). 


NEWCASTLE KB UTD 2 
(Gemmall, McClelland) 
SOUTH MELBOURNE 
HELLAS 2 (Stevenson, 
Egan) at International Sports 
Centre. Votes by Joe Lanzo- 
ni: 

6. Egan (SM), 5. Lowe 
({Newc), 4. Dando (Newc), 3. 
Laumets (SM), 2. Gemmell 
{Newc), 1. Sneddon (Newc). 


Leaders: 

37. Katholos (SO) 

30. McGachey (WA) 

28. P. Stone (St. G) 

26. Dunn (WA) 

24. Soper (APIA) 

23. Boyle (Mak), Marton 
(St. G), Bradley (APIA) 

22. Redfern (SO), North- 
cote (AC), Yzendoorn 
(H'berg). 

21. O'Reilly (JUST). 

20. Raskopoulos {SO}, 
Brown (Mak). 

19. Egan (SM) 

18. T. Byrne (Can), Varda- 
reff (W) 

17. Bertognea (WW) 

16. Honeyman (WA) 

15. Lowe (Newc), R. 
Wilson (Mak), Barton (St.G), 
Williamson (BL), Robertson 
(SC). 

14. A. McMillan (H'berg), 
J. Campbell (H‘berg), Cotton 
(W), Hoszowski (Can), Am- 

.brosino (Can), Hogg (BL), 
Millman (BL), Petrovski 
(Mak). 

13. Pimblett (BC), Tokesi 
(BC), Kosmina {SC), Jen- 
nings (SO). 


“PS.L. SUPERBOOT 
AWARD” 


8. Egan (SM) 

7. Soper (APIA) 

6. Koussas (SO), Brown (Mak), 
Marton (St.G), Millman (BL). 


GOLD 
SOCCER 
INGOT 


5. Cole, J. Campball (H‘berg), 
Williamson (BL). 

4. J. Nyskohus (AC), Cotton 
(VW), Redfern (SO), 
(WA), Giampaolo (APIA), Kos- 


Honeyman 


mina (SC), Barton (St.G). 


Is sponsored by well known Melbourne 
_Jewellery Store. 
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[By LAURIE SCHWAB 


What a star-studded season it’s turning out 
to be. 

Let’s look at some of the personalities who have set the 
Philips League buzzing. 
e DAVID MITCHELL: Tall, lanky 19-year-old Socceroo who rein- 


forced Sydney City Hakoah’s claim to a second successive 
title by transferring there from Adelaide City last week for 


$30,000; 

e GEORGE CHRISTOPOULOS: Back from England where he 
just failed to join Newcastle United, he finally got his transfer 
to Canberra last week at a fee of $20, 000 and looks set to lift 
Canberra rapidly up the table with those powerhouse goals he 
scored so regularly with South Melbourne Hellas before his 


move, 

e CHARLIE EGAN: 1980 Victorian Rothmans Medallist with 
Frankston, Egan’s lightning speed, turning ability and alert- 
ness in the penalty area sees him leading the PSL scorers’ list 
with eight goals for South Melbourne Hellas; 

@ DOUG BROWN: Flamboyant, hard-running "striker with tre- 
mendoud flair and volatile personality, has helped inspire 
Makedonia’s strong eariy-season run; 

@ MARSHALL SOPER: Picked up from the Newcastle area for a 
pittance by APIA, and now hailed as the finest central striker 
in the country; 

e@ PETER KATHOLOS: A hit with the Socceroos last year, now 
the key skill factor in the Sydney Olympic midfield, and also 
leader in ‘‘Soccer Action’s’’ best player award; 

e NEIL McGACHEY: Returned from a year’s absence to rejoin 
West Adelaide Hellas under new coach Alan Vest and has pro- 
vided the inspiration and steadying influence to once again 
make West Adelaide a feared team; 

e@ DES MARTON: 38 goals in the NSW State League last year, and 
six for St George so far this year — all guile, cunning, ex- 

perience and extraordinary ability; 

° ARNO BERTOGNA: Carried the Wollongong defence during 
the club’s poor early run, and one of the inspirations of its 
recent rapid improvement, Bertogna can play centre back, 
full back, midfield or forward and surely must be recalled to 
the national squad when the new one is formed; 

e JIM CAMPBELL: All-action forward or midfielder of Heidel- 
berg-Alexander who is set to recapture his most brilliant form 
after Heidelberg’s poor performances in its past two games; 

@ RON MILLMAN: One of the veterans of Brisbane Lions, he has 
lost none of his explosive speed, and he’s been exploiting that 
speed to drive Lions further and further up the Jadder with 
match-winning goals; 

e DUBRAVKO LEDIC: Former Velez Mostar captain who played 
He first game for Marconi last weekend. Much more from 

im yet! 

But ere are many more — Arthur Xanthopoulos and the re- 
vitalised Branko Buljevic of Hellas, Gary Cole and John Yzen- 
doorn of Heidelberg; Ljube Petrovski, Rob Cullen and, when 
he's fit again, Claude Lucchesi of Makedonia; John Kosmina, 
Murray Barnes, Joe Watson, Ian Souness of Hakoah; Zoran 
Ilioski, Zdravko Lujic, Slobodan Jovanovic, Jim O’Reilly of 
J.U.S.T.; John Bradley of APIA; Jimmy Redfern, Mark Kous- 
sas, Peter Raskopoulos of Olympic; Willie Conner and Joe Pa- 
linkas of Brisbane City; Roy Cotton and Phil O’Connor of Wol- 
longong, Mark Barton and Peter Stone of St George; Paul On- 
tong, Gary Byrne and Jan Purdie of Canberra; Billy William- 
son and Col Bennett of Lions and Tony Henderson, Mark Jan- 
kovics and lan Hunter of Marconi. 

as oon at some of the clashes between the stars this coming 

unday. 

Doug Brown will confront the 1981 Australian Player of the Year, 
Bobby Russell, in Makedonia’s match against Adelaide City at 
Connor Reserve. What a battle that will be. Perhaps, if it 
comes out even, Makedonia will have to play instead on Gary 
Ward, Rob Cullen, or if, he plays — finally — Lucchesi. Cullen 
and Ware however, missed four easy chances between them 
against St George last week. 

Marshall Soper v Jim Kondarios. This will be another titanic af- 
fair. Soper's been dynamite so far this year, but Kondarios is 
one of the most experienced stoppers in Australia. APIA how- 
ever, will have an enormous advantage after the flare-up in 
the J.U.S.T. camp last Sunday (see page 7). And J.U.S.T. may 
not have a coach... 

Mark Koussas v Peter Tokesi. Koussas is like a stick of dynamite 
in the penalty area — set to explode at any given moment with 
a spectacular goal, Tokesi, that fearsome, brawny, towering 
blond destroyer, eats forwards for breakfast. 

Phil O’Connor v David Skeen: Wollongong’s O'Connor will con- 
front Rob O’Shea as much as he confronts Skeen, for O’Connor 
switches from side to side. But it is the clash with Skeen that 
will be most interesting, for Skeen, a highly underrated play- 
er, has turned his international experience with the Australian 
youth team into an uncanny ability to play a leading role in St 
George’s build-ups from the back; 

Gary Byrne v Steve Sumner: This is the clash to end all clashes 
Gary Byrne is one of Australia’s most experienced midfield 
players and he’s proved a brilliant buy for Canberra. Steve 
Sumner is captain of the New Zealand national team, with 
countless caps under his belt. Byrne himself has been capped 
24 times for Australia. Whether Canberra or West Adelaide 
wins will depend heavily on who has the better game in the 
middle of the midfield. 

Alan Davidson v Jimmy Rooney? This one’s just speculation. Da- 
vidson is due to return to the Hellas team after injury and if he 
takes up the right midfield position he held earlier, he will 
indeed be up against Heidelberg’s Rooney, veteran of 99 
games for Australia. On the other hand, Davidson could 
finish up playing right back, perhaps against Andrew Bozikas. 
He even could mark Gary Cole. He’s done that before. 

Joe Watson v Howard Trennick: Watson has been one of Hakoah's 
main driving forces since before the PSL started. Tredinnick, 
brother of Wollongong’s Peter Tredinnick, was in the Austral- 
ian youth team for the Worid Youth Championships last year. 
But what about David Mitchell and John Kosmina v John 
Snedden and Trevor Smythe, and perhaps Murray Barnes v 
Malicoim McClelland? Oh, what a team, this Hakoah! 

Mark Jankovics vy Col Bennett: Former Socceroo team mates, 
both tall, both strong. Jankovics is Marconi’s most important 
forward, but Bennett has won most battles this year, and 
Lions have the home ground advantage. 

Enjoy it fans, there’s much to enjoy! 

IN MELBOURNE 

South Melbourne Hellas v Heidelberg Alexander 
(draw) at Middle Park, Sunday, 3.30 pm. 

PRESTON MAKEDONIA v Adelaide City at Connor 
Reserve, Sunday, 3 pm. 

IN SYDNEY 

SYDNEY CITY HAKOAH v Newcastle KB at Sydnoey 
Athletic Field, Sunday, 3 pm. 

APIA LEICHHARDT v Footscray J.U.S.T. at Lambert 
Park, Sunday, 3 pm. 

SYDNEY OLYMPIC v Brisbane City at Pratten Park, 


Sunday, 3 Pm. 1) WOLLONGONG 
Wollongong v ST GEORGE at Wollongong Show- 
grounds, Sunday, 3 pm. 
IN ADELAIDE 
West Adelaide Hellas v CANBERRA at Hindmarsh Sta- 
dium, Sunday, 2.30 pm. 
IN BRISBANE 
BRISBANE LIONS v Marconi at Richlands Stadium, 








BERBARESSO 
wang 


PRESENTS 


Last teck’s standings in brackets. 


HOME 
AWAY 


1 (1) APIALEICHHARDT......... . 
2. (2) SYDNEY OLYMPIC .... 
(6) STGEO BUDAPEST . 
(3) SYDNEY C. HAKOAH . 


{7) Sth Mob. Hellas 
(8) Brisbane Lions . 


(4) Preston Makedonia ... 


(5) H’berg Alexander 


(9) West Adel. Hellas 


10. (10) Marconi Datsun 


11. (11) Wollongong ...... 
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A Ge Pts 
5199 14 
7 20:12 13 
7 13:10 12 
6128 11 
9 18:12 10 
6 18:13 10 
8 14:11 10 
4129 10 
8 13:10 

7 11:12 

10 11:18 
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12. (14) Canberra City..... 


13. (12) Brisbane City . 
14. (13) Adel. C. Juventus 
15. (15) Newcastie KB Uni 


16. (16) Footscray JUST .... 


PSL 


9 12:16 
14 10:20 
7 10:14 
3 9 9:17. 
210 8:17 
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TEAM OF 


THE WEEK 





CENTRE 


, 555 HIGH ST., NORTHCOTE 
* Vie. 3070 

“PH. 481 2276 

AH 460 2383" 


“Buy all your soccer 
requirements from 


Total appearances in brackets 


WISHART (1) 


(Brisb.C) 

PETROVSKI (3) VLIESTRA(1) T. BYRNE (1) SKEEN (1) 
(Makedonia) (Wollongong) (Canberra) (St. George) 
KATHOLOS (5) PHILIPS (1) PIMBLETT (1) 
(Syd Olymp) (Syd. Olymp) (Brisb. City) 
MARTON (3) HOGG (1) MILLMAN (2) 

(St. George) (Brisb.Lions) (Brisb Lions) 





AGENTS FOR INTER SPORTSWEAR 


Suppliers of soccer jumpers, shorts, 


socks, track suits, training bibs. 


Made in exciting quality fabrics. 


Your own designs and club colors. 


FOR FRIENDLY SERVICE 





inter ROB OR NINA DIMARCO 


ASK FOR 


INTER 
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Marconi 2 
Olympic 3 


Scorers: Redfern 2, Koussas 
(SO); Jankovic, Caideran (M). 

Ground: Marconi Stadium. 

MARCONI: Maher 5, Bo- 
zanic 7, Prekalo 7, Calderan 7, 
Budini 6, Henderson & (Pi- 
cloane 741), Ledic 6, Silva G, 
Huntor 7, Jankovic 7, Licata 6. 

SYONEY OLYMPIC: Wilson 
7, Rogers 6, Ziras 7, Rowdan 
7, Scott 7, Raskopoulos 8, 
Katholos &, Phillips 9, Redfern 
& Kouzzas 6, Jennings 6. 


Sydney Olympic returned to . 
Marconi stadium, their mid- 
week Ampol Cup’ fiasco spot, 


to completely dominate pro- 
ceedings against the home 
team and take two points 
before the biggest ever crowd 
at Bosley Park, 


Almost 11,000 people filled 
the terraces at Marconi, with 
Olympic’s support easily out- 
numbering their Marconi 
counterparts. In an almost fes- 
tive atmosphere, the game 
was delayed by almost eight 


Alex Vesic 





minutes, due to the fact that 
hundreds of spectators were 
still outside the ground, trying 
to get in, 

Announcements were made 
in English, Italian and Greek 
about the delay only adding to 
this colourful atmosphere, 

The game itself was played 
in the same friendly spirit, 
with a sprinkling of tough en- 
counters which never went 
beyond the [imits. It was hard 
to understand the flashing of 
two yellow cards (Ledic and 
Bozanic), four fouls which 
were far less damaging or for 
that reason outside the law, 
than most during the game. 

Ledic received his yellow 
card only a few minutes after 


Hellas twice 
hits back 


rom behin 


Newcastle 2 
SM-Hellas 2 


Scorers: Neowc: Gammel, 
McClelland; SM: Stevenson, 
Egan. 

Venue: International Sports 
Centre, 

NEWCASTLE: Dando & — 
Curran 6, Sneddon 7, Smythe 
7, Tredinnick 6 — McCieliand 
7, Dooley 6, MasonG — Gam- 
mell 7, Lowe 8, Jonas 6. 

SOUTH MELBOURNE HEL- 
LAS: Laumets 8 — Nicolaides 
6, Xanthopoulos 7, Blair 7, 
Lutton 6 -— Stevenson 6, 
Shirra 6, Campbell G6 — Egan 
&, Evans 6, Buljevic 6. 


Newcastle disappointed its 
home fans in drawing 2-2 with 
South Melbourne Hellas. 


The result was Newcastle’s 
third draw of the season but 
should have been recorded as a 
victory after it led twice in the 
second half. 

Newcastle, after a scoreless 
first half, came alive in the 
second term to bewilder the 
South Melbourne defence with 
a determined display led by 
winger Brett Gemmell. 


Gemmell was instrumental 
in both of Newcastle’s goals, 
scoring the first in the 54th 
minute and creating the 
second in the 78th. 


Gemmell's goal came from 
a run on the right which result- 
ed in a loose ball in the penalty 
area that the 19 year old fol- 
lowed up to push past South 
Melbourne goal-keeper Peter 
Laumets for his first goal of 
the 1982 season. 

“South Melbourne Hellas 
equalised in the 75th minute 
when a poor clearance from a 





Pai cS 
Joe Lanzoni 





cross by striker Charlie Egan 
fell in the penalty area to mid- 
fielder John Stevenson for the 
nuggety Scotsman to drive 
home a chance from 12 met- 
res, 


Gemmell figured again 
three minutes later in the most 
imaginative play of the after- 
noon which led to Newcastle's 
second goal. 


He received the ball on the 
right, exchanged passes with 
Garie Dooley and David Jones 
before crossing to the far post 
where mid-fielder Malcolm 
McClelland had no trouble 
heading in Newcastle's second 
goal. 


Newcastle should have held 
out for a win but a dreadful 
clearance by stopper Trevor 
Smyth gave South Melbourne’s 
Branko Buljevic the chance to 
run down the clearance, carry 
the ball into the penalty area 
before laying off to Charlie 
Egan to blast home from point 
blank range. 


It gave Hellas a valuable 
point at Newcastle but dis- 
mayed the Newcastle camp 
which was hopeful of securing 
a win, 


The point gives Newcastle 
its fifth in the PSL this year 
from a possible 18 and leaves 
the club in trouble near the 
bottom of the PSL table. 


the start to open his Australian 
career on a sour note, while 
Bozanic was booked after 57 
minutes. Both fouled Koussas. 

Olympic raced into an early 
lead following a goal by 
Koussas but one could not help 
feeling that Alan Maher aided 
and abetted Koussas. Gary 
Phillips found Koussas on the 
edge of the box and the nippy 
Olympic striker turned, hitting 
the ball low, but vey cre close to to 
Maher. It appeared tha 
ball slid under the cates: 
per’s body, giving it a “‘soft’’ 
look. 

Raskopoulos almost made it 
2-0 a few minutes later, then 
Ledic started a move at the 
other end which found Hunter 
heading into space for Janko- 
vic to run through lob Wilson, 
but also the cross-bar. 

Katholos broke through in 
the 19th minute but his shot 
from an angle was well saved 
by Maher, then a few minutes 
later Koussas headed just past 
the post from a cross by Andy 
Scott. 

In the 24th minute and 
against the run of play Mar- 
coni struck following a superb 
run by Licata. Budinis’ pass 
found Licata on the left flank 
racing for the bail with Ro- 
gers. The Marconi winger 
easily outpaced the Olympic 
fullback then crossed for Jan- 
kovic to nudge the ball into the 
net from close range. 

With 13 minutes to go in the 
first half, Ziras collected the 
long goal kick by Maher, then 
pushed the ball neatly to Phil- 
lips whose cross found an un- 
marked Jimmy Redfern close 
to the Marconi goal line. A 
first time shot followed and 
Maher was beaten again. 

Close to half time Olympic 
missed a couple of good op- 
portunities with Koussas, then 
Redfern missed from close 
range. 

Olympic dominated the 
second half, and looked the 
likely winner all the way des- 
pite the closeness of the score. 
Mark Koussas came close 
again in the 68th minute from 
a cross by Katholos, then 
Jimmy Redfern almost broke 
through with Marconi’s 
defence having to struggle to 
stop the enthusiastic Olympic 
forwards. 

Tony Henderson, having one 
of his off days, was replaced in 
the 74th minute by Picloane, 
and Marconi almost equalised 
a minute later. lan Hunter and 
Merk Jankovic found them- 
selves in a two on one situation 
with Ziras to beat but muffed 
the opportunity. 

At the other end Olympic 
was not so generous. A corner 
kick by Peter Katholos was 
headed goalwards by Ian 
Rowden and with Alan Maher 
out of his goal and in ‘no man's 
land’’, Budini had to use his 
hands to stop the ball crossing 
the line. Jimmy Redfern 
scored from the resultant pen- 
alty to make it 3-1. 

Calderon cut Olympic’s lead 
with a great header following 
a corner kick by Hunter, but 
that was as far as the locals 
could manage on the day. The 
end result was a flattering one 
for the home side as Olympic 
looked for most of the matcha 
much better unit, with mid- 
field duo Raskopoulos and 
Katholos easily shading their 
opposition. Gary Phillips 
showed some superb touches 
and was my choice for the man 
of the match, with Katholos 
and Raskopoulos coming a 
close second and third. 
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Granted. You will not get more naws from us than from “SOCCER ACTION.” 


But we feel we make up for this with features, interviews and in-depth stories which are the traditional 


hallmark of a good magazine. 


Because this is what “SOCCER WORLD" Is now —s readable, enjoyable monthly magazine, faithfuily 
mirroring Australian soccer, with warts and all. 


Your only chance of getting a copy in Victoria is through subscription. 


You pay $14 and we undertake to send, first class mail, in an enclosed envelope, 10 copies in 1982, at 


the end of each month, 


if you missed the first issue, your $14 carries you through to 1983. 
So if you want to read about the news and views behind the news, act now. 
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/ enclose my cheque for $14 for one year’s subscription to SOCCER WORLD. t 
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Please imei, coupon with cheque to SOCCER WORLD Box 506 ! GPO Sydney 2007 
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Canberra 2 
Sydney C 0 


Scorers: Mclaren GO0th, 
Cant own goal 81st. 

Venue: Bruce Stadium, 

Crowd: 3700. 

Cautions; Kosmina, Sou- 


Sent of: Mitchell (SC) 85th. 

Referee; David Nugent 3. 

CANBERRA CITY: Hos- 
zowski8 — Ambrosino 7, Mi- 
fovanovic &, 


opoulos 7, G. Byrne 7, Stone 7 
— McLaren 7 (Purdie 75th], 
Gibson 7, Brennan 7. 


SYDNEY CiTY HAKOAH: 
Clarke 7 =~ Muilen 8 O’Con- 
nor 7, Robertson 7, Cant 7. — 
Patikas 7, Souness 7 (Borgos 
7, 45th); Spanos 7 — Watson 
8, Kosmina 8, Mitchell 7 (sent 
off 85th). 

Six players were shown 
yellow cards and one was sent 





St George 2 
Makedonia 0 


ST GEORGE: M. Frasor &, 
D. Skeon & R. O'Shea 7, M. 
Barton 7, D. Ratcliffe 7, M. 
O’Shea 7, R. Siator 7, P. Stone 
& P. Wilkinson 7, J. O'Shea 7, 
D. Marton 9 (Griffiths 87th). 

MAKEDONIA: R. Wilson 7, 
G. Fox 6, S. Beach 7, D. Brown 
6, P. Boyle 7, A. Whittle 7, R. 
Cullen 8, R. Flavell 7, G. 
McMillan 6, L. Petrovski 8, G. 
Ward 7 (Ollerton 68th}. 

Crowd: 3,258. 

Referee: Gary Pawer 7, 

Ground: St George Stadium. 

Scorers: Barten (4th), J. 
O'Shea (75th). 


The scoreline at the finish 
should have read Preston 4 St 
George 2, but only official 
goals count so St George grab- 
bed two points because they 
put the ball away twice. 


Preston dismissed the ‘'de- 
fensive’’ tag they have been 
stuck with for away games by 
launching into open, attacking 
football for the entire 90 
minutes and only the wayward 
boots of Gary Ward and 
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off when Canberra Bras | 
dramatically defeated 
placed Sydney City 20 at 
Bruce Stadium. 

The heavy hand of Queens- 
land referee David Nugent 
robbed the game of much of its 
excitement and prompted 
Sydney City's coach, Eddie 
Thomson to comment: ‘‘It was 
the worst exhibition of refer- 
eeing I have ever witnessed. 

“After today the advantage 
rule must be a thing of the 
past.”’ 

Nugent gave yellow cards to 
Canberra's Yerry Byrne, 


Sr ase ts i 
tone e ty’s Ian 
Souness, J png’ Aid and 
Kevin Shins 

And then, with just five 
minutes remaining, he sent off 
Sydney City’s $30,000 new sign- 
ing David Mitchell after a 
scuffle with Canberra’s Terry 


It was a tragic end for the 
big striker who missed an 
early goal scoring chance and 
generally failed to impress in 
his debut. 

‘But Sydney City, handi- 
capped by absent key players 
Ken Boden and Murray Barn- 
es, wasted several early goal 
scoring opportunities. 

e best came after five 
minutes when livewire for- 
ward John Kosmina found 
Jimmy Cant unmarked with a 
neat back pass. 

Cant had room and time but 
delayed his attemplt and 
Canberra’s goal keeper Steve 
Hoszowskd smothered the shot 
by diving bravely at Cant’s 


By TED SIMMONS 


Robbie Cullen cost them the 
match. 


Ward and Cullen shared four 
unbelievable open chances, 
and managed to knock each 
shot wide or over the bar. 


St George wasted no times 
getting into the action and 
were in the lead after four 
minutes. Dez Marton, the best 
player for the day, tantalised 
his way along the right wing 
and crossed perfectly to Mark 
Barton who neatly headed past 
NZ keeper Richard Wilson. 


Marton struck again in the 
23rd minute and 29th minutes 
with those pinpoint crosses but 
Wilson kept the finishing 
touches out. Preston’s first big 
chance to equalise came in the 
33rd minute when Ward sma- 
shed a direct shot at St George 
keeper Mike Fraser and the 
bail rebounded to Cullen eight 
metres from the goal. He 
missed it completely. 


Five minutes later it was 
Ward’s turn with Fraser out of 
position but the simple header 
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glanced on to the upright and 
was scrambled away for a cor- 
ner. 


St George had taken charge 
of the first half, with David 
Skeen and Peter Stone pushing 
the ball to Marton and Barton, 
who were carving holes in the 
midfield. 


Ljube Petrovski carried 
Preston into attack in the 
second half in an opening five 
minutes which had Fraser tip- 
ping out a drive and three con- 
secutive corners, and 
culminated with Ward facing 
another empty goal only to 
blow the ball high over the bar. 

St George's forgotten stri- 
ker, Paul Wilkinson, who had 
been laying off some excellent 
passes unselfishly, had his 
chance in the 60th minute but 
his header went straight to 
Wilson, 


It Jooked like being 1-1 five 
minutes later when Cullen 
latched on to a pass, rounded 
Skeen, drew Fraser out of goal 
and then sailed around him 
with the open net a mere five 


feet to a off a superb save. 

Six minutes later 
Canberra’s skipper Terry 
Byrne misjudged a back pass 
and the ever-ready Mitchell 
puounced, but Hoszowski was 
ready and saved brilliantly by 
diving low. 

From then on Canberra 
gathered momentum and it 
was Sydney City who back pe- 
dalled. - 


Without Boden and Barnes 
its midfield was ineffective. 

After a scorelss first half 
the deadlock was broken in the 
60th minute when Canberra’s 
Tony Brennan crossed from 
the left flank and found Don 
MacLaren unmarked. 

MacLaren rounded a defend- 
er and sent slickers goal 
keeper Todd Clarke the wrong 
way with a close-range ground 
shot. 

The game was put beyond 
doubt nine minutes from full 
time when Cant's back pass 
caught Clarke unawares and 
floated into the net. 


Makedonia misses 
four open goals 


metres away. He sliced the 
ball fo the right of the post 
with a look of utter disbelief on 
his face. 


After that St George just 
had to win and in the 75th 
minute John O'Shea sealed the 
match, thanks to another piece 
of generosity from Preston. 


Marton took a corner from 
the left and the long ball went 
to the far corner of the goal 
area where George McMillan 
tried to head it clear. Instead, 
he headed it into the goal area 
where O'Shea merely had to 
touch it over the line. 


St George coach Frank Arok 
was quite relieved after it was 
all over. 


“Preston are a very capable 
side, who played open, attack- 
ing football. I thought Cullen 
was their danger man, but 

can’t believe how they missed 
80 many from so close.” 


St George players made a 
special presentation to each 
member of the Preston team 
before play started to mark 
the first occasiom of the two 
teams meeting in the League. 





Mitchell’s absence hits 


Adelaide Cify hard | 


Bris. Lions 2 
Adel. City 0 


Scorer: Millman 4th, 44th. 

Crowd: 3100. 

Ground: Olympic Sports 
Field. 

Cautions: Northcote (City); 
Burns (Lions). 

Referee: Jim Rossis 9. 
ADELAIDE CITY: McNally 7 

— Russell & (Rankin 46th. 6), 

8. Nyskohus 8, Filunders 7, 
Dods 7 — Melta 6, Banfield 7, 
Merocchi 6 — Nyskohus 7, 
Northcote 7, Villani 7. 


BRISBANE LIONS: 
Lowndes 8 — McSkimming 7, 
Ferris &, Bennett 8, Mivan7 — 
Maclean 7 (Low 78th} Burns 
7, Hogg 8 — Wilfamson 7, 
Daunt 7, Miliman 8. 


Adelaide City lost this game 
three days before when David 
Mitchell was transferred to 
Sydney City. 

Without the big striker City 
hardly posed any problems to 
Brisbane Lions which struck 
twice in the first half and then 
relaxed after half time, 


Mitchell's loss must be cov- 
ered soon if City is to save this 
season. 

But the club will be hard 
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pressed to find an adequate 
replacement. 

He not only scored three 
goals from a handful of games 
and laid on at least three 
others, but invariably brought 
players into the game. 

This on-field inspiration was 
missing against Lions which 
did not play particularly well, 
bution good enough to secure both 


Ron Millman gave Lions a 
dream start when he had the 
simple task of heading in a lob 
by Steve Hogg who had beaten 
City goalkeeper Willie 
McNally to a long, bouncing 
ball. 

The Lions defence was 
called on to perform some 
cleaning up operations on the 
edge of the penalty on a few 
occasions, but goalkeeper 


Nigel Lowndes, for most of the 


first half, soaked up the sun 
without worrying about such 
mundane things like keeping 
his goals intact. 

The only occasion he was 
kept on his toes was when Glen 
Dods, City’s best player, 
surged forward from midfield 
to strike a sparkling shot just 
wide of target. 


Millman put Lions two goals 
ahead when he pounced on a 
rebound from a Calvin Daunt 
shot and whipped it past Mac- 
Nally seconds before half 
time. 

The two goals have made 
Mitiman the club's leading 
scorer since the PSL kicked- 
off in 1977. 


He has 19 goals, including 
six for the season, while Alan 
Hughes, now with Leichhardt, 
netted 15 goals in his time with 
the club, and Billy Wiiliamson 
has 14 goals. 


The second half was played 
at a leisurely pace and the 
players showed as much inter- 
est as the fans. 


Only in the final 10 minutes 
did City force the pace with 
John Nyskohus_ testing 
Lowndes with a superb shot 


after a Gary Marocchi free 
kick had been blocked. 


Earlier Brian Northcote 
struck a fine volley from the 
edge of the penalty area but 
Lowndes did well to stop it. 

The defeat has now cast big 
doubts on the future of City 
coach Bob D'Ottavi who has 
guided City to its worst start in 
the PSL. 

But City president Lou 
Ravesi said in the club's pro- 
gram that D’Ottavi would 
remain as coach until the end 
of the season. 

There is no such worry in 
the Brisbane Lions camp. The 


club is entrenched In the upper 
half of the and if it con- 
tinues to show away form 
it may well be king on the 


door of the top four at the end 
of the season. 


Lions defence, with Col Ben- 
nett again in supreme form, 
was almost impregnable, 
though City’s attack of course 
lacked bite. 

The midfield performed 
well with Steve Hogg involved 
in many of Lions attacks. 

Indeed, Lions played well as 
a unit and coach Matt Gilroy 
understandably had a wide 
smile after the match. 
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Wollongong defender Jeff Ainswo 
was first to the ball at Olympic Park on Sun- 


- . 





rth often 


day. Heidelberg’s ace striker Gary Cole (right) 


is the player in pursuit. Picture by LES SHOR- 


ROCK. 





Heidelberg 0 
Wollongong 2 


Scorers: Cotton 24th, O*- 
Connor 87th. 

Venue: Olympic Park. 

Crowd: 2000 (estimate). 

Referee: Evan Vanios 9. 

Cautions: Gaffney, Cotton. 

HEIDELBERG: Olver 7, 
McMillan 7, Yzendoorn 7, 
Macleod 7, Yankos 7; Rooney 
6 {Taylor 55th), Selemidis 6, 
Campbell 6; Paton 6, Cola 6, 
Bozikas 6. 

WOLLONGONG: Vardareff 
8; Dunleavy 7, Viiestra 8, 
Ainsworth 7, Bertogna 7; Fle- 
ming 6 (Gaffney 37th), Adam 
8, Tredinnick 7; O'Connor 6, 
Fontana 6, Cotton 8, 

Somewhere along the line 
Heidelberg has lost its goal 
sense and coach Len McKen- 
dry must do something drastic 
to rediscover it if he doesn’t 
want his side playing to empty 
terraces at the club’s new 
headquarters in the coming 
weeks. 

Already the Heidelberg fol- 
lowing is dwindling fast with 
Sunday's sad exit from Olym- 
pic Park witnessed by no more 
than 2000 supporters. 


Defence a worry for Wallace 


Bris. City 1 
APIA 1 


Scorers: Palinkas 13th (BC), 
Bohen o.g. 18th. 


BRISBANE CITY: Wishart 
9S, McVeigh 7, Dunne &, Liddell 
7. Vincenzino 7, Bohan 8, Pim- 
Siett 3, Hamilton & Conner 8, 


* Weodhouss 7, Skel- 
fern 7, fAcAusiand 7, Pullen 8, 
Srediey 3, Gray 7, Burrows 8, 
McBreen &, Soper 6 (Morselio 
72ndj, Butier 7, Giampaolo 7. 

Goals have put APIA on top 
ef the table but it is fast ap- 
preaching the time when 
ceach Willie Wallace takes a 
serious look at his defence. 

Several cracks began to 
appear in the 1-) draw with 
Brisbane City at Spencer Park 
fast weekend. The biggest was 
the number of balls goalkeeper 
Greg Woodhouse failed to take 
cleanly but the more alarming 
was APIA's susceptibility 
down the flanks. 

Brisbane City, using the 
speed of its forwards and some 
intelligent cross balls, high- 
lighted the slowness in turning 


FANS, GOALS 
RARE FOR BERGERS 


Peter Desira 





But who can blame the fans 
for deserting the side when the 
team could hardly create more 
than a handful of direct shots 
at goal in 90 minutes of ordi- 
nary football? 

Wollongong came to Mel- 
bourne full of respect for the 
Bergers but at the end of the 
match coach Ken Morton 
summed it all up in a nutshell 
saying; ‘“‘They did not have a 
lot to offer.”’ 

On the other hand, his side 
put on a very disciplined per- 
formance and fully deserved 
the two points to extend its run 
to four consecutive victories. 

What's more it did it without 
being overly defensive using 


Ricky Rosso 





and recovering of many of the 
APIA defenders. 

The first goal, in the 13th 
minute, was a typical exam- 
ple. APIA had pushed well into 
the City half, capitalising on a 
great start in which it had two 
good scoring chances, when 
young City fullback David Vin- 
cenzino played a long ball 
from just outside his own pen- 
alty box. 

The APIA defence was 
square and just inside its own 
half and when Joe Palinkas 
Tan onto the through ball, it 
simply just couldn't catch 
him. 

The former JUST player 
took the ball to the edge of the 
box and despite Woodhouse 
coming out to narrow the 
angle, he still found space to 
knock a weak shot into the far 
corner. The ball only rolled 


UK PLAYERS AVAILABLE 


UK players available for Australia: 


KEN TODD, 24, midfieid-striker, experienced first team player with Port 
Vale and Portamouth. Tel; No. Bishop's Waltham (Hampshire) 5552. 

ALAN DWYER, 29, left beck, considerable first team appearances for 
Wrexham. Tel. No. Wrexham 0978-265161. 

JOHN RUSH, goalkeeper, born New Zealand, no worrles with vina, 
played several first team games for Blackpool. Address: 48 St Helier Road, 


South Shore, Blackpool. | 


GARY WATSON, 21, cantral defender and left back, four English Youth 
caps and played 26 first team games for Carlisle United. Tel. No. Carlisle 


JAMES GORDON, 28, goalkeeper, four years Lincoln City, throa years 
80849 


Scunthorpe United. Tel. No. Scu 


BILLY McLEOD, 21, striker, ex-Ipswich Town and Partick Thistle, Single. 


Tel. No. Durnfries, Scotland 668. 


DAVID MEIKLE, 23, alngle and midfielder. Three seasons with Mother- 
wall. Tel. No. Coatbridge (Scotiand) 23860. ot 








Foots JUST 2 
West Adel 2 


Scorers, JUST: Kojic 55th, 
Hioski 65th; WA: Honeyman 
66th, Santrac 67th. 

Venue: Schintfor Reserve. 

Crowd: About 2000. 

Cautions: Honeyman (WA}, 
Hazabent (JUST), Jovanovic 
(JUST), McGachey (WA). 

Referee: David Yelland 7. 

FOOTSCRAY JUST; Boland 
7 —Miine 7, O’Roilly 8, Kend- 
arios 7, Hazabent7 — Curovic 
6, Hioski 8, Jovanovic 7 — 
Kojic 6, Simic 6, Lujic 8, 

WEST ADELAIDE HELLAS: 
Crook 7 — McGregor 7, 
McGachey 8, Dunn (injured, 
sub. Brennan 7, 34th), Tot- 
sikas 7 — Honeyman &, Bocath 
8, Doorne 7 — Heys 7, Brown 
6, Santrac 6. 


The final round of the battle 
of Schintlier Reserve was 
fought in the JUST dressing 
room between club president 
Steve Stefancic and star for- 
ward Zdravko Lujic. 

If JUST showed defensive 
lapses in allowing West Adel- 


BOTH 








three forwards throughout the 
90 minutes. 

In midfield, Lee Adam dic- 
tated terms against Jim 
Campbell. At the back, the 
club’s new find, Ray Vliestra, 
won all the aerial duels against 
Gary Cole while fullbacks 
Chris Dunleavy and Arno Ber- 
togna kept very tight checks 
on Jamie Paton and Andy 
Bozikas. 

The visitors first tested Jeff 
Olver with a shot by Peter Tre- 
dinnick which stretched Olver 
to a full length dive in the 16th 
minute. 

Eight minutes later they hit 
the lead from a throw-in by 
Adam. Glen Fontana headed 
the ball on and Roy Cotton was 
at the far post to head home, 

Heidelberg responded te- 
pidly with a Bozikas shot 
which was palmed away. 

And Wollongong did not even 
feel the absence of John Fle- 
ming who was forced to aban- 
don the field with a twisted 
ankle in the 37th minute. 

Wollongong continued to 
have the better chances after 
the break with Phil O’Connor 
prominent. 

Heidelberg finally started to 
inject some urgency into its 


into the net yet there was not 
an APIA defender within yards 
cf getting anywhere near it in 
an attempt to save. 

That was the first time City 
exploited the APIA defence 
and although it did it again a 
number of times later in the 
match, the visitors were not 
punished as harshly as they 
should have been because of 
missed chances, particularly 
by young striker Steve Glock- 
ner, who lost his confidence 
and control as a result of some 
tough marking by big Mark 
Pullen 


But Wallace should ask, in 
particular Rod Skellern and 
lan Gray, the reason why they 
were caught so many times by 
a midfielder pushing a ball 
behind them which was then 
picked up by Palinkas, Willie 
Conner, Bobby Hamilton or 
John McVeigh overlapping on 
the outside. 


City also failed to capitalise 
more on the work it had done 
after beating the fullbacks. 
Players immediately crossed 
rather than taking the ball to 
the by-line where a much more 
dangerous ball could have 
been played. 


But in the light of the criti- 


-cism I am not advocating 


sweeping changes in the APIA 
defence as the players con- 
cerned can hold their own in 
top company, but it appears 
they are only at their best 
when play is coming alt them. 


They need Peter Wilson, 
who is out injured, or a player 
like him, to avoid squareness 
across the back and to keep a 
stern control on defenders who 
tend to wander too far for- 
ward. 


While it is easy to criticise, 
it would be unfair not to give 
APIA credit where it is due 
and its open, attacking manner 


made for the mast entar- 





aide to fight back after being 
two goals down, so did Stefan- 
cic. You've got to be tight 
under pressure, you've got to 
cover up in the clinches, 

Stefancic was one of at least 
two — possibly four casualties 
in this game. 

West Adelaide centre back 
Robbie Dunn suffered a sus- 
pected broken ankle early in 
the game and Stefancic's eye 
went up like a balloon. « 


Coach Peter Jaksa was so 
disgusted by the dressing room 
affair that it was rumored he 
may not return. And Lujic was 
told, understandably, by Ste- 
fancic, to go and look for a new 
club. 

Meanwhile, West Adelaide 
goalkeeper Martyn Crook, 
angry at the equally angry 
crowd outside the rooms, re- 
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Flying Wollongong 
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taliated by throwing a contain- 
er of water over them. 

The JUST committee meet- 
ing tonight(Wednesday) 
should be just as action-pack- 
ed. Perhaps+it should be in- 
cluded in the weekend PSL 
round. 


What's the betting about 
former president Tony Kovac 
perhaps returning? The club 
certainly appears to need his 
stabilising influence. 








x: caine 


winger Phil O‘Connor 


(left) turns quickly past Heidelberg defender 


Don Macleod. 

play and Ken Taylor was sent 
into the fray in place of an un- 
cusually quiet Rooney. 

But the addition of men in 
attack only congested matters 
up front and it became harder 
to create chances. 

Don McLeod did force Natch 
Vardareff mto a fine save but 
it was Wollongong on the break 
which looked the more dan- 
gerous. 

So it came as no surprise 
when the Wolves sealed their 
victory with a breakaway 
three minutes from the end 

Roy Cotton latched onto a 
clearance, made ground down 
the centre and with only 
MacLeod to beat, taunted the 
defender before releasing the 
ball to O'Connor for the winger 
to finish the move with a shot 
underneath Olver for the 
Second goal. 


taining match in Brisbane this 
Season, 


Despite the attack being 
somewhat blunted due to an 
off-day for Marshall Soper, 
who was carrying a shoulder 
injury and was almost left out 
of the line-up by Wallace, 
APIA’s midfield compensated. 


John Bradley, McBreen and 
Burrows all worked hard at at- 
tacking the City goal and it 
was an 18th minute shot from 
Bradley which deflected off 
Bevan Bohan to give APIA the 
equaliser. 


Bradley also headed into the 
net in the second half but had 
the goal disallowed when a 
linesman ruled there had been 
elbowing by an APIA player 
during the challenge. McBreen 
was unlucky not to score when 
he brilliantly hit a shot with 
his back to the net then turned 
to watch it clip the top of the 
crossbar 


But take nothing away from 
Brisbane City, which thor- 
oughly. deserved its point and 
great attempts from Bohan, 
Hamilton, Pimblett and Glock- 
ner nearly gave it two. 


Its performance was in com- 
plete contrast to the previous 
game when it had a poor show- 
ing from Sydney City to thank 
for the win rather than its own 
good play. 


Big keeper Kim Wishart 
made some outstanding reflex 
saves and Frank Pimblett 
marshalled everything 
through the middle and has 
added a new facet to his game 
— shooting power. The talent- 
ed midfielder always has been 
a good player but his biggest 
failing was he always has been 
goal-shy. But that seems to 
have changed and don’t be sur- 
prised if at the end of the 
season Pimblett is among the 
teatn’s highest.scorers.. 





Stefancic and Lujic 
clash, Kovac hack? 


And the team desperately 
needs forwards. 

Viado Pljepijevic, who 

layed for Red Star Belgrade 
or two and a half seasons and 
who lately has been with Rad 
of Belgrade in the Second Divl- 
sion, may solve the problem If 
he arrives, as expected, this 
week. 

Jaksa was also talking, 
before the fracas, about sign- 
ing Mendo Ristovski from Ju- 
ventus, and about a young Vic- 
torian who “could become one 
of the best players in Austra- 
lia."’ Was Jaksa talking about 
Vlado Bozinovski from Slavia? 

Meanwhile, that accom- 
plished State team striker Carl 
Gilder remains on the trans- 
fer-list of Melbourne Croatia . 


West Adelaide coach Alan 
Vest went back home smiling 
after escaping defeat with two 
goals, by Graham Honeyman 
and Adrian Santrac, in the two 
minutes after Zoran [lioski 
had put JUST two-up. 

Jaksa was fuming because 
his team had thrown away 
what appeared to be JUST’s 
first victory of the season, 

He felt that had the other 
forwards or one of the mid- 
fielders got onto the end of the 
Square balls provided by Lujic, 
JUST could have won by six 
goals. 

As it was, the draw left 
JUST at the bottom of the lad- 
der, with a tough game against 
APIA coming up in Sydney this 
Sunday. 

West Adelaide now had 
Dunn out of the team, but his 
replacement, Mick Brennan, 
played well as stopper and 
looks capable of doing the job 
during Dunn’s absence. 

Luckily Steve ~Sumner 
returns this week, but he’ll be 
of use only until he goes to 
Spain with the New Zealand 
national -team early next 
month 





JUST started with an all-out 
attacking attitude that pushed 
West Adelaide into defence for 
most of the first haif. 

To compensate for the 
weaknesses in attack, Jaksa 
had centre back Jim Kon- 
darios pushing up into the pen- 
alty box for all the corners — 
there were eight in the first 15 
minutes — and free kicks. 

The match was held up for 
18 minutes while officials 
searched in vain for a stret- 
cher on which to carry off 
Dunn after he had landed aw- 
kwardly. The officials arrived 
finally, not with a stretcher, 
but with the masseur’s bench. 
It was too late, though, as 
Dunn’s team mates were by 
now carrying him off them- 
selves, 

Jim O'Reilly, once again 
one of JUST's best players, 
prevented what appeared to be 
a certain goal when he headed 
off the line a good attempt by 
Honeyman just before half 
time. 

But if Honeyman was unlu- 
cky, so too was Kondarios who 
headed against the crossbar 
just after the interval, and put 
his follow-up header into the 
arms of goalkeeper Martyn 
Crook. | 

But JUST'’s pressure paid 
off in the 55th minute when 
Ilioski and Lujic combined 
well down the left and Milan 
Kojic — in for injured Bruno 
Cozzella — tapped Lujic’s 
square ball into the net. 

JUST keeper Dennis Boland 
preserved that lead with a re- 
markable save from a close- 
range shot by Alan Boath 
before JUST went two goals 
ahead 10 minutes later. 

Lujic controlled a long ball 
just over the half line and 
waited until support came, in 
the form of Ilioski. Lujic then 
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Carrizo sparks Croatia victory 


By Alex Vesic 
Last year’s State League premiers, Croatia, 
completely outplayed Sydney Olympic, the 
glamor side of this year’s PSL competition, to 
win their Ampol Cup quarter-final contest at 
Marconi Stadium fast Wednesday night. 





Rau! Carrizo, the star of 
Marconi in its inaugural PSL 
year, returned to the Marcon 
ground, this time as a Croatia 
player to spearhead his team 
to a well-deserved victory. 

His interception of a back 
pass by Andy Scott in the 67th 
minute was typical of every 
effort all his team mates put 
on that night. His execution of 
a chance was reminiscent 
of the days when Carrizo was 
one of the best in the country. 

Olympic, minus Jennings 
and Raskopoulos, had no 
answer to Croatia’s tenacity 
and enthusiasm, and with the 
exception of the last 20 min- 
utes, they were always going 
to lose, 

In the other quarter-final 


game, St George, minus sated 


first graders, easily defeated 
Melita Eagles by three goals 
to nil, with Paul Wilkinson, 
one of the first graders, scor- 
ing two superb goals and 
Dennis Duarte one. 

Next time the Ampol Cup 
saga will continue at Marconi 
Stadium, with Marconi playing 
St George in one semi-fin: 
and Croatia playing Blacktown 
in the other. This will ensure a 
place for a State League club 
in the final. 


Croatia 1 
Sydney Olympic 0 


Scorer: Raul Carrizo 
Crowd; 3160 
Referee: Brian Fowler 


Starry, Coleman, Vidiac, G. Sterry, 
Tony Rezo, Savor, Carrizo, Coyne, 
David Rezo. 

SVONEY OLYMPIC: Meter, Ro- 
gers, Scott, Rowden, Ziras, Wilson, 
Redfern, (Akoutaz 69°), Phillips, 
Koussas, Katholoz, Gavin (Town- 
send 69’). 

There were cries of ‘‘we wuz 
robbed’”’ after this quarter- 
final battle ended at Marconi 
Stadium. Chris Townsend ap- 

to have scored a per- 
fectly good goal, but the refer- 
ee, Brian Fowler disallowed 


it for offside by another 
player from Olympic. In fact 
the player was on the ground, 
hurt and unable to move, but 
the arbiter decided that he 
was interfering with play and 
that was it, 

With four minutes of the 
game remaining it was Sterry, 

roatia’s saviour at the back, 
who lunged at the ball on the 
goal line to kick an overhead 
against the crossbar and out to 
safety. There were claims that 
the ball had crossed the line 
and even ones which suggested 
that the ball had hit the net and‘ 
bounced out, I went to Marco- 
ni’s ground the following day 
to conduct an experiment and 
tried desperately to get the 
ball to bounce out of the net 
with no luck at all. 

So much for that argument! 

Still, all credit to those who 
admitted that Olympic played 
badly and deserved to lose. 
For that is a fair description of 
this quarter-final. 

Olympic missed Rasko- 
poulos and Jennings, but 
Croatia looked completely 
decimated in comparison with 
Olympic. They had no less 
than SIX INJURED players 
unable to play in this match, 
Missing were Tomasich, Ste- 
ven, M. Kovacic, Hensman, 
Trenter and Pagano. 

However, led by Kevin 
Coleman, Croatia excelled to 
dominate proceedings with 
some very tight ‘'‘man to man 
marking’ and some very fast 
counter attacking football. 

Wally Saver almost put 
Croatia in to the lead after 
seven minutes after rounding 
Wilson on the edge of the box, 
but the final shot skipped past 
the post. 

Then came the evergreen 
Raul Carrizo. In the 13th 
minute he pinched the ball 
from Ziras, then raced into the 


_ area to face Meier before blas- 


ting the ball over the bar. Two 
minutes later Carrizo was in 
the action again, pinching the 
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ball from another defender, 
then placing It in the path of 
David Rezo whose first-timer 
was beautifully saved by 
Meier. 

In the 18th minute yet anoth- 
er fast break by Carrizo. He 
made room for Tony Rezo 
before pushing a through ball 
in front of his team mate, 
However, with Meier to beat 
Rezo shot past the post. 


With half an hour gone, Tony 
Rezo’s centre was headed just 
over the bar by Kevin 
Coleman, much to the delight 
of Olympic’s keeper. 

In the meantime, Olympic 
did not launch a single shot at 
Watson at the other end. 


As soon as the game rest- 
arted, Croatia had yet another 
sitter. Rogers’ back pass to 
Meier was intercepted by 
Dave Rezo, who quickly found 
Carrizo some 12 metres from 
goal, Carrizo could have 
scored but decided to push it to 
his right for Tony Rezo. but 
alas, the youngster whipped 
with his right foot, MISSING 
the ball! 

After 67 minutes, Carrizo 
made amends for some earlier 
misses by intercepting an 
Andy Scott back pass to round 
Meier before hitting an empty 
net, Minutes earlier Meler was 
called upon to make yet anoth- 
er great save from Tony Rezo, 
but this time the tall keeper 
was helpless while Andy Scott 
held his hands to his face in 
disgust. 

Sydney Olympic came back 
strongly in the last 20 minutes 
of the game and appeared to 
have the edge on their oppo- 
nent. it sounds incredible that 
a team like Olympic would 
produce its first shot at goal in 
the 6) minute. 


This first shot by Olympic 
came from Peter Katholos, 
but Watson made a good save. 
With 15 minutes remaining, 
Katholos took a free kick from 


or the best range of soccer beeks around. 
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ROTHMANS FOOTBALL YEARBOOK 


Now in its twelfth year as a unique record of the world’s most popular game, with detailed 
results of the English and Scottish Leagues and Cups in the season 1980-81, plus the World 
Cup and European competitions, past and present. Extensive coverage of non-League, Youth 
and Schools competitions, as well as League and Cup results in UEFA countries, contributes 
to Rothmans Football Yearbook’s reputation as the most complete reference book for football 


followers in Britain. 


Career appearances and goalscoring records of current Football League players; team line-ups 
of all FA Cup and League Cup finalists; results of all international matches played by England, 
Scotland, Northern Ireland, Wales and the Republic of Ireland; Intemational appearances and 
line-ups for the four British countries, plus results and appearances for ‘B’ and Under-21 


internationals. 


Diary of 1980-81, Milestones, Sport and the Law, and the Editorial reflect the state of football 

in Britain at a time of economic uncertainty for both clubs and players. The Rothmans Foot- 

ball Awards honour those who have made a significant contribution to the game, while the 
other awards for players and managers in 1980-81 are recorded. 

The laws of the Game, with International Board decisions, and the Football League fixtures for 


1981-82. 





the right, floated the ball, over 
to the far post, but Andy Scott 
failed to control the ball and it 
bounced harmlessly into the 
keeper’s arms. 

With ten minutes to go all 
hell broke lose as Olympic 
“scored’’ through Chris 
Townsend. The ball entered 
the net from an acute angle on 
the left hand side with an 
Olympic player sprawled on 
the ground injured in an of- 
side position but away from 
the action, or as the good book 
says, “not interfering with 
play” or ‘‘not trying to gain an 
advantage’. 

However, the goal was dis- 
allowed. 

Townsend unleashed the 


MANLY MAINTAINS 
ITS FINE 


E. NSW State League 
with ALEX VESIC 


Manly-Warringah con- 
tinues to dominate the 
NSW State Laague fol- 
lowing its resounding 5-0 
win over Yugal. Manly 
raced to 3-0 lead at half 
time with goals by Doyle, 
Noble and Stuart, then 
polished off helpless Yugal 
by scoring two more goals 
in the second half through 
Terry Smith and then again 
Gary Noble. 


It was by far the most im- 
pressive performance of the 
round, with Manly’s attack as 
well as its defence on top 
throughout. 

Croatia scored a goal in 
each half through Raul 
Carrizzo. to keep in touch with 
Manly, while Blacktown 
Demons returned to the win- 
ning list at the expense of Suth- 
erland at the Gabbie Stadium. 

Riverwood just pipped 
Bankstown to hold onto third 
spot while Melita Eagles slip- 
ped after their 0-0 against 
Auburn at Melita Stadium. At 
the bottom of the table and 
against all pre-season odds is 
Avala, following their fifth 
straight loss 

Avala’s problems are multi- 
plied following the loss of 
Eddie Patterson for the next 
round. He was sent off the 
field in a game against Rock- 
dale, leaving his side to battle 
it out with 10 men for most of 
the match. 


Manly 5 
Yugal 0 


Scorers: Noble 2, Doyle, Stuert, 
T. Smith. 

MANLY: Ellis, K. Falconer, 
Doyle, Dick, Goeghean, Noble, 
Lock, P. Fatconer, T. Smith (66° J. 
Van Helden), Regan, Stuarat. 

YUGAL: Berry, Rendeli, Dinlay, 
MelIntosh, Augustine, Stensing, 
Mihajlovic, Travini (66° Cummings}, 
Rodss {72° Pahor), Rokodera, Tan- 
ovski. 


The game opened at a 
furious pace with Yugal on top 
controlling the midfield and 
looking the more Ilkely side to 
score first. They had Manly 
back pedalling and forced a 
few corner kicks, before 
Manly scored against the run 
of play. 


It was from the first corner 
kick by Manly, taken by Peter 
Falconer, that Manly scored. 


Regionalisation seems certain 


My letter this week comes 
from Trevor James who asks: 
1. Do you think that the in- 
crease in the size of the State 
and Metropolitan Leagues will 
benefit soccer? 2. Could 1983 
see the regionalisation in the 
National League, even if 
Philips continues its support 
of soccer ? 3. Is it true that the 
1983 soccer season will be 
coverad by commercial tele- 
vision? 


In answer to your first ques- 
tion, Trevor, let me say that 
the increase from 12 to 14 
teams effects the Provisional 
League as well as the State 
and Metropolitan Leagues. 


I think there are pros and 
cons to this change. Firstly it 
obviously means more teams 
and more games. This can be 
good or bad depending on your 
views. To me it doesn’t seem 
such a good idea because it 
means our dwindling numbers 
of supporters will be stretched 
even further and financially 
many of our clubs cannot 
afford this. 


It also means an extra drain 
on referees. Unfortunately 
there just aren't enough good 
ones to go around. Let me say 
that I sympathise with refer- 
ees. Theirs is not a happy lot. 
They will never ever be right 
in everyone's eyes. 

On many occasions they are 
escorted from the field to save 


Ahn Fee the eerenth aflame 
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best drive of the match some 
two minutes later but Watson, 
yet again, made a miraculous 
save to keep Olympic out. 

Then came yet another con- 
troversy, with Sterry’s clear- 
ance from the goal line, This 
tall defender lunged at the ball 
which appeared destined to 
bounce over the line to hit an 
overhead kick against the 
crossbar and out. 


St George 3 
Melita Eagles 0 


Scorera: Witkinson 2, Duarte f 
Crowd: 3160 
Referees: Gary Paver 
ST GEORGE: Greedy, Skeen, 
Terry, J. QO°Shea, McDonald, 
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NSW STATE LEAGUE 
Round §& 

MELITA EAGLES -—AU- 
BURN 1-1, Holloway (A), Wil- 
liams {ME). 

ROCKDALE ILINDEN — 
AVALA 2-0, Youseph, Sultana. 

MANLY WARRINGAH — 
YUGAL 5-0, Noble 2, Doyle, 
Stuart, Smith. 

BLACKTOWN — SUTHER- 
LAND 2-1, Kirwan, Jones 
(BD), Hesford (S). 

RIVERWOOD —- BANKS- 
TOWN 3-2, Parker, Jones, 
Walker (R), Sirett, Nocera ({B). 

CROATIA — JM UNITED 
2-0, Carrize 2. 

CANTERBURY — 
LONIA 0-0. 


Top scorers: 

5. Sultana (Ri). 

4. Lambryk (Av), Kirwan 
(BD), Regan (MW), Jones, 
Watker (R). 

3. Nocera (B), Jones (BD), 
R. Brown (CM), Stuart, Noble 
(Mw, Williams, Farrugia, 
Budini (ME), 


PO- 


Regan met Falconer’s corner 
to hit the crossbar, and Doyle 
picked up the rebound to score. 


Yugal continued to attack 
and almost scored in the 23rd 
minute when David Travini 
rounded Geoghean, then un- 
leashed a powerful drive 
which beat Ellis but hit the 
underside of the crossbar and 
went out. 


While Yuga! attacked, their 
defence seemed vulnerable 
and in the 36th minute Manly 
exploited a huge gap in the 
middle of that defence to 
score 


A clearance from Manly’s 
defence was well controlled by 
Terry Smith before a pinpoint 
pass was delivered for Gary 
Noble to run onto and score. 
With three minutes remaining 






supporters, yet these men 
appear week in week out, the 
masochists that they are. 

Having said that | think the 
standard of refereeing needs 
an almighty shot in the arm. I 
have Witnessed three or four 
metropolitan league games 
this year and in two of these 
games the refereeing was a 
joke. This takes away from the 
games. 

On the plus side the V.S.F. 
was used the reshuffle to ad- 
vance teams like Morwell Fal- 
cons. This is a plus for Victor- 
ian soccer because we need 
clubs with the Falcons’ go 
ahead outlook. Their facilities 
at Morwell are second to none 
and their club rooms are tre- 
mendous. 

Also on the pius side is the 
fact that more teams means 
more places for our young- 
sters to aim for. This is very 


immnoartant 


Aue iuninare who - 


Duarte, Davies, Rylands, Wilkinson, 
(Marton 76‘), Campbell, Griffith 
MELITA EAGLES: McPherson, 

Ankudinoff, Daley, Bottalico, R. 

McPheron (Fekkon 76°), Farrugia 

(Martinez 76°}, Willams, Jamieson, 

Viel Cross, Budini. 


From the moment Duarte 
scored in the second minute 
Melita looked doomed to lose 
against an under strength St 
George side. No less than 
seven regular first graders 
were missing, Including two 
O’Shea brothers, Stone, Fra- 
set, Ratcliffe, Barton and 
Marton (who came on for Wil- 
kinson in the last 14 minutes). 

Melita could have equalised 
in the 23rd minute after Richie 
Williams robbed Rylands, then 
raced into the area before hit- 
ting a low cross which flew 
across the goals and straight 
through the legs of Mike Cross, 
who was only two metres away 
from the line. 
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2. Wilmott (8), Trenter, 
Hensman, Carrizo (Crj, Johns, 
Link (JM), T. Smith (MW), 
Allan (ME), Parker {Riv}, Bush, 
Groome (S), Mihajlovic, Roke- 
dera (Y). 


First Division: Dee Why — 
Parramatta 2-0; Belmore — 
Revesby 1-1; Kuringai — F. 
Meadow 1-0; Warringah — 
Gladesvilleo 4-1; Biacktown 
Utd — Bathurst 3-2; Wollon- 
gong Utd — Uninof NSW 1-0; 
Penrith — North Bankstown 
2-1. 


an a SE EO ER I CEE 


in this half a replica of the 
second goal was produced with 
the actors this time different. 
It was Stuart Regan who held 
the ball before delivering a 
telling pass to Robbie Stuart 
and the rest was so easy — just 
a goalie to beat from close 
range. 

Yugal continued their at- 
tempts to break through 
Manly’s defence through the 
middle with very little suc- 
cess, while every attack by 
Manly through this shaky 
Yugai defence looked likely to 
produce a goal 


In the 54th minute Terry 
Smith made it 4-0 from a goal- 
mouth scrimmage, then Gary 
Noble made it 5-0 with a fine 
header following a good run by 
the New Zealand youth player 
John van Helden. ; 





Any questions? 
Gary Cole will 
answer them. Write 
to him C/-*Soccer 
Action’, 603 Little 
Lonsdale Street, 
Melbourne, Vic. 


a 


progress into teenuyers iced 
to see that they have a chance 
of a place in the senior sides. 

If they don’t see a chance 
then so many of them give the 
game away at 15 or 16. 

There are definitely points 
for and against, but at a time 
when soccer world wide — not 
just here in Australia — is 
struggling it seems ridiculous 
to increase the number of 
teams playing, which only 
heightens the problems being 
faced here and elsewhere. 

In answer to the second 
question I would say, yes, 1963 
could well see the regionalisa- 
tion-of the National League. 

The costs involved in sta- 
ging the league are enormous, 
mainly due to airfares, and 
Philips have already stated 


that ther wan't inerooce thoir 





St George appeared more 
positive and a metre faster 
than their opponents. Whilst 
they held territorial advantage 
during the first half, their 
second half effort was even 
better. 


Slowly but surely they had 
Melita pinned back, Wilkinson 
hit the post with his header fol- 
lowing a corner kick in the re 4) 
minute, then the same player 
scored two quick goals in the 
space of three minutes. 


Campbell was impeded in 
the 73 minute just outside the 
area and Saints were awarded 
a free kick. John O'Shea touch- 
ed the ball for Paul Wilkinson 
to slam a low drive which 
sneaked inside the near post 
for Saints to go into a 2-0 lead. 


Three minutes later it was 
all over as Paul Wilkinson cap- 
italised on some good work by 
Billy Griffith. 





Rockdale 2 
Avala 0 


Scorers: Youseph, Sultana. 

AVALA: Ahrens, OD. Brown, G. 
Milne, Barton, Deller, WiHilams, 
Kodor, Patterson {sent off 25’), 
Lombryk, Djurisic, Karanfiloveki. 

Avala looked a better side in 
the opening quarter of an hour 
but fell back after 16 minutes 
following a good goal by You- 
seph. A little later Eddie Pat- 
terson was sent off for a foul 
on Sultana and Avala were as 
good as beaten. 

Steve Lalic decided to pull 

' John Lembryk away from the 
forward line and adopt a de- 
fensive attitude, but with 

‘seven minutes remaining 
Rockdale scored its second 
goal through Sultana to 
cement its second State 
League victory. 

Over 1000 people at St. 
George Stadium were treated 
to some good soccer and it was 
unfortunate that some of the 
players decided to rough it up. 
Pilovski of Rockdale and 
Barton and Brown of Avala got 
their yellow cards while Eddie 
Patterson received a red card 
in a somewhat spiteful game. 


Blacktown 2 
Sutherland 1 


Scorers: Kirwan, Jones (8D), 
ford, 





esford, 

BLACKTOWN: Freeman, Raz- 
smussen (Pointer 20), Quarmby, 
Brogan, Wheatley, Selvage, Hous- 
seini, Krstic {Scheinflug 70°‘), 

Jones, Johnstone, Kirwan. 

SUTHERLAND: Haynes, Has- 


ber, 
Murphy (Hitchin). 


An uninspired encounter at 
the Gabbie saw Blacktown 
Demons take two points 
thanks to two fine second half 
goals by Kirwan and Jones to 
keep close to the leaders in the 
State League. 

Sutherland appeared to have 
the better of play during the 
first half but should have been 
a goal down after 25 minutes. 
Sutart Johnstone missed with 


his penalty kick, letting the | 


Sharks off the hook. 


sponsorship which means that 
another large sponsor needs to 
be found. 

Regionalisation then seems 
the answer with national play- 
offs at the end of the season. 
How the regions will be di- 
vided and what other teams 
may be involved is the topic 
for another article. 

It has been rumoured for 
some time that 1983 will see a 
commercial T.V. station cov- 
ering the National np 1 
don’t know whether this is truce 
or not, but if it is it could well 
be the National League’s sav- 
iour, Philips may be inclined 
to stay in and increase their 
sponsorship if they can see 
rewards in advertising. If they 
don’t I’m sure another large 
company will. 

I wonder what channel will 
take on the task, i remember a 
few years ago when Kerry 
Packer’s channel 9 wanted to 
cover the soccer but the A.S.F. 
said no, apparently because 
Mr Packer wanted too much 
control over the game, How- 
ever if it is Mr Packer who is 
interested then [ hope we don’t 
let him get away again. 

Regardless of whether you 
are a purist or a rebel and love 
or hate World Series Cricket 
one thing cannot be denied — 
the coverage of the game is 
superb. That type of profes- 
sionalism and promotion could 
well be the shot in the arm that 
the game of soccer needs. 
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Croatia, Juventus battle for State League Supremacy 
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ia’s brilliant forward David Brogan. 


Juventus will win 
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By BERNIE SANTAMARIA, 


Juventus president 





. This game is very deci- 
sive for the title prospects 
of both clubs. 


I see Juventus, Green Gully 
Ajax, Croatia, Sunshine and 
Hellas-Hakoah as the best 
teams in the State League. 

I'll be happy quite frankly if 
Juventus makes the top four. 
If we win the championship 
then it will be a bonus. 

Getting to the top will entice 
the Italian community to get 
back behind the club just like 
in the glory days of the old Ju- 
ventus. 





As Green Gully Ajax 
battles against time to 
shorten its injury least 
before Sunday's big 
Maitese derby against 
George Cross at St 
Albans it can take heart 
from the probable avail- 
ability of bustling, ag- 
gressive striker Gus 
Macleod. 

Macleod, sent off against 
Hellas-Hakoah at the week- 
end, served his automatic one- 
match suspension by missing 
Ajax's Dockerty Cup clash 
with Richmond on Monday. 
The VSF tribunal won’t sit in 
judgement of whether or not 
Macleod deserves a longer 
suspension until next Wednes- 
day night so the big man looks 
set to lead Ajax’s assault on its 
arch enemy on Sunday. 

The dressing room at Green 
Gully Reserve easily could 
double for a waiting room ata 
docter’s surgery. 

Talk about the walking 
wounded! 






































I think we'll beat Croatia, 


I recognise that Croatia is a 
fine tearm but at the end of the 
day I think we'll be successful, 


The key to our side this year 


is team spirit. The enthusiasm , 


among the players is tremen- 
dous. Take Paddy Bannon for 
example, He's running around 
like a 21 year old. 


All of our players recognise 
the importance of what we are 
trying to do to rebuild Juven- 
tus. They are proud to be a 
part of the revival. 


Macleod hack 
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Gus Macleod 

The State League champion 
has been hit by injury worries 
to an extent unequalled since 
its inclusion in the league in 
1977. 

Even though Macleod prob- 
ably will play against George 
Cross he spent most of Sun- 
day’s game against Hellas- 
Hakoah hobbling about with a 
bad leg injury. He's a tough 
customer though and Ajax’s 
committee and supporters are 
keeping their fingers crossed 
that one of their favorite sons 


By CRAIG MACKENZIE | 


Can Juventus confirm the conjecture that it 
has been reborn as one of the forces of Vic- 
toria’s State League when it tackles mighty 
Melbourne Croatia at Olympic Park’s No. 1 
ground on Sunday? 


Yes. The black and whites can do it. 

But before the Italian soccer community gets ¢arried 
away in the eruphoria of recent weeks let me say quite 
clearly that I expect Croatia to edge out Juve on Sunday.. 


I believe though, that the intensity of competition and the close- 
ly fought nature of Sunday’s showdown will irrevocably establish 
Juventus as a serious contender for championship glory in 1982. 

Juve is back, and back with a bang. You'd better believe it! 

I'm still to be convinced that Croatia has recaptured the organ- 
isation and quality of possession play it displayed in the halcyon 
days of player-coach John Gardiner but it looks to have too many 
fine players to fail on Sunday. 

Young Ossie Latif has about 7,000 reasons to make a name for 
himself in the State League, 

I had my reservations about paying out big money for a teen- 
ager from the local scene but as each week goes by I’m starting to 
realise that Latif potentially is one of the most explosive strikers 
in the game. 

I expect him to make a major impact on the Victorian youth 
team at the national titles and it shouldn’t be too long before PSL 
club presidents are ringing up Croatia boss Joe Sigur to have a 
chat about the former Keilor Austria striker. 

Juventus has shown interest in signing Heidelberg stopper Bob 
Provan. It also made tentative enquiries to Hellas-Hakoah about 
big Anton Dosen. 

As we went to press we believed that Peter Donaldson once 
again would line up at centre half for Juventus in Sydney's game. 

Donaldson did a fine job containing Green Gully Ajax spear- 
head Gus Macleod two weeks ago and could find himself given the 
job of taming David Brogan. 

If so, it wouldn't surprise to see Frank Geramia given the huge 
task of tagging little Latif. Geramia stuck close to Ajax’s eluxive 
Gordon Wallace during Juve’s memorable 2-1 win. 

Steve Kokoska should be fit and raring to go. He’s been absent 
from the Croatia jline-up for two weeks but his presence could 
make or break Croatia on Sunday. 

Big ‘‘Butch” is the ideal man to take care of either Graham 
French or former Heidelberg striker Joe McGrory. The Juventus 
pair won’t beat Kokoska in the air, that’s for sure. 

It will be interesting to see whether Juventus coach Tony Boggi 
uses both French and McGrory. They seem too similar to play 
together. It’s hard to envisage one being used as a target man and 
the other working off of him. 

If both play up front then Boggi may use just three in midfield 
with Geramia and Donaldson as markers and Paddy Bannon 
sweeping up. ’ 

Tony Curcio, bought from Juventus for about $3,000 two weeks 
ago, suddenly finds himself pitted against his old club. 

It’s mere conjecture, because the Juventus camp is keeping 
tight lipped, but should Boggi use five at the back, three in mid- 
field and two up front, then Curcio probably will run into the left 
flanking midfielder, Fabio Incantalupo, 

The other possibility for Boggi probably would be to use his two 
fullbacks as markers for Brogan and Ken Murphy, put Donaldson 
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Croatia's Steve Kokoska gets to the ball ahead of Justin Fashanu ina 






State game against Norwich City. 


CROATIA HAS THE SKILL 


This game between two 
undefeated teams should 
be close but if you go 
through our side, player by 
player, you will see that 
we are better than Juven- 
tus. 


Juventus though has the ex- 
perience. Croatia has the tal- 
ent. 

We have the players to do 
the job and I think we will beat 
Juventus. 

I’m a bit worried about 
Steve Kokoska. I hope he’s fit 
for Sunday. 





We have a couple of star 
players not quite at their top. 
I’m talking about Jeff Faulk- 
ner and Kenny Murphy. These 
two are among the best 
players in the State League, no 
doubt about that and I’m sure 
that they will prove that on 
Sunday. 


Ossie Latis has become very 


important to Croatia. He’s 


By JOE SIGUR, 
Croatia president 


scoring every week and he has 
a tremendous shot. We must 
give him more of the ball. 


It’s not going to be easy 


.against Juventus. They'll be 


keen to do well, especially 
against us but we can’t afford 
to lose so early in the season. 
It's important for us to do 
well. We'll win. 
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+X Support The Sponsors — Who Support Croatia 


GENERAL TOURIST 





CESLJAR INTERNATIONAL DELICATESSEN 
Manager: Mijat Cesljer. 


TRAVEL SERVICE 
Manager: Harry Mrksa, Official Agents 
for ait International Airlines 


ADRIATIC TEXTILES 
& STAFF P/L 
Steve Omise! Clothing Manufacturer 


Mcintyre Rd, 
NTH SUNSHINE. 


THIS IS IT... . THE MATCH STATE 


onto Latif and use three in midfield and three up front. 






we OS ae Be * 
Bobby Toal 

will make Sunday's starting 
line-up. 

Coach Bobby McLachlan’s 
problems are far from solved 
should Macleod play. 

Sweeper John Gardiner is 
carrying a shoulder injury and 
won't be at peak fitness for an- 
other three weeks. He played 
against Hellas-Hakoah be- 
cause of the club’s other injury 
worries. 

Gardiner carried a groin 
injury for about five weeks 
before injuring his shoulder re- 
cently. 


to face ‘Cross 


Star recruit David Small- 
man still is nursing a badly 
bruised ankle, a legacy of his 
trip to Centenary Park three 
weeks ago. 


Gordon Wallace is strugg- 
ling to throw off a hamstring 
injury and midfielder Kit 
Greechan is making slow pro- 
gress after a knee operation, 


Wallace didn't play last Sun- 
day. Greechan had a run in the 
reserves but still is sore once 
he cools down and is far from 
free in his running action. 

Dashing striker Paul Lewis 
has been carrying an injury. 
He could train only lightly 
before last Sunday's game and 
a knock early in the game did 
little to ease the doubts over 
his injury. 

George Cross looks like 
having a full squad from which 
to select its gladiators for Sun- 
day's derby. 

Cross is showing keen inter- 
est in a winger with a rival 
State League club but presi- 
dent Alf Zahra refused to 
reveal his name while tenta- 
tive negotiations continue. 





WALTER PLESS 


Few players would turn down 
the chance of a trial with a 
Philips League club. Neil Tho- 
mas, the 21-year-old Croatia- 
Glenorchy  striker-cum-mid- 
fielder is one who did. 


West Adelaide-Hellas offered Thomas a 
trial before the start of the season but he 
turned it down. “I've got too many ties here to 
do anything about it. | don’t really want to go 
away. I couldn’t see any point in going over for 
a trial if I wasn't prepared to go over if I was 
accepted."’ He is getting married in a few 
weeks’ time and has just built a house. This 
partly may explain his decision. 

Thomas's credentials are certainly good. 
He was Croatia's ‘bestand fairest’ last season, 
and its top goalscorer. He was in the Tasma- 
nian ‘State of Origin’ squad against South Mel- 


Tassie star turns down PSL 





bourne-Hellas and is in this year’s squad for 
the game against the Australian Institute of 
Sport team. 

Thomas represented Tasmania as a junior 
at all levels but soccer almest lost etiam. 


baseball and was, at one time, considering 
concentrating on baseball. 

He started playing senior soccer with South 
Hobart when only 14. He won two ‘best and 
fairest’ awards and usually was the club’s top 
marksman. A transfer to White Eagles and a 
higher standard was almost inevitable but he 
wore the Polish club’s colors for only a sea- 
son. This year will be his third with Croatia. 

Thomas admits to being difficult to motiva- 
te. “I need to be pushed. I can’t go out and 
play against a mediocre team and put 100 per 
cent into the game. I've got to go out againsta 
team of high standard and then I'll put every- 
thing in because then I've got a goal to alm 
for. Against a weaker side you tend not to put 
everything into the game.” 
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LEAGUE FANS HAVE BEEN WAITING FOR 


Be 


OLYMPIC PARK 
Not 


Sunday 18 April 
3pm 
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RANGE OF 
NEW BALLS 
AVAILABLE 
AT ALL 
SY EUG TES 





SUPPORT THE 
STORES THAT 
SUPPORT SOCCER 


BUFFALO 
PRODUCTS 
available at these 

Sports Stores 
SUBURBAN STORES 


ALLENS SPORTS 
67 Main St, Croydon 


723 2088 


ALL STAR SPORTS 
44 Alfrieda St, St Albans 


367 4985 


ARTHUR MARKS SPORTS 


102 The Kingsway, Glen Waverley 


561 5334 


BARRY GRANT SPORTS 
87 Charles St, Ascot Vale 


370 3747 


BRANKO’S SPORTS 
328 Smith St, Collingwood 


41 6480 


BRIGHTON SPORTS 
15 Church St, Brighton 


592 9115 


Shop 4, 434 Maroondah Hwy, 
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hack 
at last? 


FRANKSTON 1 (Buchanan) 
CROATIA 1 (Brogan). 


FRANKSTON: Gilbert 9 — 
Whiteside 7, Stewart 8, Drinorcky 
7, Pye 7 — Golby 6, Gonsalves 6 

4Burrowa 80th), Mitchell 6, Tutill 6 
~— Buchanan 8, Wail 6. 

CROATIA: Biaxby 7 — Curcio 8, 
Parton 7, Adama 8, Bilaver 7 — 
Batinovic 6 (Biskic 60th), Faulkner 
7, Murphy 7 — Latif 7, Brogan 7, 
Gojevic 6 (Antolovic 70th). 


Frankston’s dynamic little 
midfielders Carl Holford final- 
ly should return from the U.K. 
this week. 


English recruit Pat O’Con- 
nor had had his temporary visa 
approved and should follow hot 
on Holford’s heels. 


On the local front Frankston 
continues its bid to win the ser- 
vices of midfielder Paul Cooke 
who is appealing against the 
transfer fee put on his head by 
Slavia. 


And the Baysiders won their 
first point of the season 
against State League giant 
Melbourne Croatia. 


Josip Biskic and Jozo An- 
tolovic, Croatia’s new im- 
ports, came on as substitutes 
in the second half and it won't 
be long before they find them- 
selves in the starting line-up. 


Former Slavia defender 
David Pye was the man as- 
signed by Frankston coach 
Harry Chalkitis as the marker 
for Croatia’s Ossie Latis and 
Pye did the job. 

The Baysiders hit the front 
in the 65th minute and Croatia 
coach Bill McArthur probably 
will work on how to organise 
and maintain a defensive wall 
at training this week. 

Bill Buchanan prepared to 
take a free kick just outside 
the area. A Frankston player 
made an off-the-ball run which 
broke the Croatia wall enough 
for Buchanan to slam his free 
kick low through the wall and 
inside the far corner of goal. 

Former Frankston Pines 
and Slavia player Colin Mit- 
chell had a good chance a few 
minutes later to pit Frankston 
two up but shot wide with only 
Peter Blasby to beat. 

Three minutes from time 
Tony Curcio made a good run 
down the right and crossed low 
to the near post where Dave 
Brogan side-footed in’ first 
time to give Croatia a point. 


BURNT BRIDGE SPORTS 


Croydon 
870 5363 


CRITCHLEY SPORTS 
4 Keys St, Frankston 


783 2259 


Victorian State 
League with 
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Now you see it, now you don’t. 
it before a Rob Nelson free kick 
{obscured}, Norrie Pate, John Murdinic (partly hidden}, 
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Mussel (obscured). Picture by LES SHORROCK. 


SHINERS OUTSHONE 


ALBION ROVERS 1 (Nisbet pen), SUN- 


SHINE CITY 1 (Pate). 


ALBION ROVERS: tLecock & 
Cutler 6, Munro 8, Creany 6, Nishet 
6, Reilly 7, Ferrie 7, McMillan 6, 
D’Syiva 6, Spiteri! 5 (sub Coyle 62), 
Smart 7. 


SUNSHINE: Contini 5, Campo 
6, Elllz 6, Gramsbergen 6, Lowe 7, 
Muszse/ & McNatly &, Nelson &, 
Sain 6, Pate 6, Mudrinic 4 (sub. Spi- 
tori 45). 

The meeting between these 
two bitter rivals and neigh- 
bours failed to five up to its 
pre-match expectations, espe- 
cially where Sunshine was con- 


te, but it wasn’t the Blues’ 
lucky day, with Bennie Ferrie 
hitting the crossbar, then 
Kieron Coyle, who had re- 
placed Manny Spiteri, hitting 
the upright. 

Coyle also missed another 
great opportunity to alise, 
when after a great run by Ken 
Smart, he missed Smart’s 
cross at close range. 

But it all came right for 
Albion in the 87th minute, 
when Rob Nelson up-ended 


‘Hellas-Hakoah’s blend of experienced 





cerned, 


Garry Cutler in the box after 


former PSL player and exciting young pros- 
pects could reap rewards in Saturday's Greek 
derby against Northcote at Middle Park. 


The Northerners still are searching for the combination which 
can take them up the table into a cosy middle of the ladder spot. 

Hellas-Hakoah has higher aspirations. Coach Jim Adam is 
eyeing a top four position. 

Adam's biggest problem seems to he the lack of a top class 
target man for Duncan Cummings to work off. 

ttle Peter Abrram showed a ton of cheek and bags of skill last 
week against Green Gully Ajax while midfielder Tony Owen 
certainly Is a youngster earmarked for success. 

However Chris Kalifatidis, who started off against Ajax in mid- 
field, looked uncomfortable when he pushed up front after about 
15 minutes of Sunday’s rugged encounter. 

Kalifatidis would do a great job defensively for Hellas-Hakoah 
and Duncan Cummings surely is needed up front rather than in 
the midfield role he fell back into last weekend. 

The permuatations to Hellas-Hakoah's line-up are almost 
endless as coach Adam has many versatile players in his squad 
and I’m confident that whatever combination he comes up with 
for Saturday's clash can run out victorious. 

For the second successive season Northcote player-coach Jim 
Kriaris shows a preference for sitting on the bench where he feels 
he better can guage his team’s performance. 

I've got no doubts that Kriaris could play a vital role on the 
field in Northcote’s current outfit. 

Ringwood Wilhelmina will be hoping that English striker Joe 
Carrol] can add the vital finishing touches to its forward moves 
when it takes on visitor Albion Rovers at Jubilee Park on Satur- 
day. 

Wilhelmina currently is languishing on bottom spot in State 
League but I expect Mike de Bruyckere’s lads to pick up their 
first point of the season against Albion. 

Morwell Falcons have a battle on their hands to beat Polonia at 
Raleigh Reserve on Sunday. 

Polonia stopper Alex Marshall could nullify Richie McClunie’s 
aerial ability and Falcons right back Grant Smart will have a 
touch task shackling experienced Janusz Przybyla. 

I'm going for a win to the home team. 

Frankston City pulled off a minor shock last weekend when it 
almost grabbed both points away from second placed Croatia. 

The Baysiders should have Car] Holford in Sunday’s line-up 
against Sunshine at Chaplin Reserve. 

The Shiners will be hoping for a return from suspension by tal- 
ented winger Chris Taylor and joint coaches Ray Pocock and 
Steve Gaw will be trying this week to work out where their side 
went wrong in its dismal display against Albion Rovers on Satur- 
day. 

bm sure that Pocock and Gaw will come up with the answers 
and I’m equally confident that Sunshine's aggression and com- 
mitment will just edge out Frankston on Sunday. 

With no certainty I’m going for Doveton to win Its first game of 
the season at Croydon’s expense when they clash at Waratah Re- 
serve on Sunday, 

Tan Loughnane’s return to form is the biggest threat to the 
Doves. 


Albion dominated from the 
start, but Sunshine took an un- 
deserved lead in the 17th 
minute with a penalty, Norrie 
Pate crossed into the penalty 
box, Frank Munro pushed John 
McNally out of the way, and 
referee Sam Zoumas rightly 
pointed to the spot. Norrie 
Pate converted the spot-kick 
easily. 

The goal didn't do much to 
revitalise Sunshine, and at 
half-time joint-coaches Ray 
Pocock and Steve Gaw re- 


placed John Mudrinic with 2 Hird . = c — 7, @ 
‘annon 9, Swinscoe 7, 7, 
Andy Esposito. ~ rh # ory 


Albion continued to domina- 


Przybyla wins it 


CROYDON 0 POLONIA 1 (Przybyla) 


CROYDON: Edwards 8 — POLONIA: Dzielakowsid 8 
Brown 6, McComhe 6 G. -— S. Kiain 7, Marshall G, A. 
Haupt 8 Hobson 6 —Corke6 Czapnik 7, Pichmer 6 ~— 
finj. Lia H.T. 7), Dobson 7, Lipiarski 6, P. Czapnik 6, Innes 
Wade 6 — P. Loughnane 6,1. 7 — Lakic 6, Krysinski 7, Przy- 
Loughnane 7, Nolan 8. byla 7. 


Janusz Przybyla’s superb shot from 20 metres which screamed 
past Croydon keeper Mick Edwards was enough to give visitor 
Polonia both points. 

Croydon created plenty of chances but finished poorly. 

Terry Nolan, playing his yapik py since crossing from Pre- 
ston Makedonia this season, falled twice to score in the first half. 
On both occasions he was inside the Polonia area but shot wide 
then wasted his second chance by shooting straight at tall Polonia 
custodian Leszek Dzielakowski. 

Dzielakowski made a great reflex save from substitute Reno 
Lia in the 73rd minute. Lia replaced David Corke at half time. 
Corke was suffering from a hip mint 

Croydon coach Ken Kontra switched Paul Wade to the right 
side of midfield and played young Lia on the left. 

Lia’s header was destined for the back of the Polonia goal until 
Dzielakowski tipped it just over. 

The goal drought at Croydon could end shortly. Ace striker Ian 
Loughnane is starting to look sharp once more but Kontra be- 
lieves that a top flight target man would take a lot of pressure off 
Loughnane. Such a player is being sought right now but Kontra 
was unable to release any names. 

Although disappointed with his team's inability to finish, 
Kontra had no complaints about Przybyla’s cracking 65th minute 

oal. 
; “Brilliant goals like that can’t be stopped,’’ he said. 

“Polonia is a very well organised side and my old mate Kaz 
Kowalec seems to be doing a fine job there.”’ 


Macleod sent off, Lewis to Hellas? 


HELLAS-HAKOAH 0 AJAX 1 (Paul, Lewis). 


in the 8th minute. Macleod limped 
throughout his remaining minute until, 
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179 Springvale Rd, Nunawading 


HELLAS-HAKOAH: Tsigaria 8 — Davidson 7, 
Hannah 8, Jordanou 6, Rooney 6 (Kalambokis 
60th) — Owen 7, Wilson 6, Kalifatidis 6, Kekan- 
— 7 (Webster 76th) — Abrram 7, Cummings 

AJAX: Denys 7 — Pater Lewis 8, Gardiner 8, 
Cannell 7, G. Bennett 7 — Hogben 7, Vazsalio 6, 
A. Bennett é — Paul Lewis 7, Macleod 6 (sent off 
43rd}, Wiléams 8. 

Peter Lewis, Ajax’s tall, aggressive 
right back, could have played himself into 
South Melbourne Hallas’s PSL team with 
a sterling second half performance after 
Ajax was reduced to 10 men on Sunday. 

Lewis was the subject of conversation 
when Ajax coach Bobby McLachian and 


D.B. SPORTS 


877 5984 


- DEFRIS COMPANY 
103 Lonsdale St, Melbourne 


663 2917 


FAULKNERS SPORTS 
31 Alfrieda St. St Albans 53 Grantham St, West Grunewick 


366 240K 


Hellas supremu Sui sui Bats spuxc 
after Sunday’s game at Middle Park. 
Hellas definitely is interested in signing 
the former Sunshine and Altona defender, 
in an effort to plug a gap in its defence 
which has been a major headache this 
year. 

It was Lewis who inspired team mates 
and supporters alike as he surged forward 
beating one Hellas-Hakoah opponent then 
another time and again in the second 45 
minutes on Sunday. 

The first stanza was a spiteful, ill-tem- 


~pered affair: 


Rugged Hellas-Hakoah stopper George 
Hennah fouled Gus Macleod from behind 


311-1396 


3RN SATR 


FAULKNERS SPORTS 
87 Watton St, Werribee 229 Hampshire Rd, Sunshine 


741 2724 


FIDDES SPORTS 


angry and frustrated, he swing his left 
arm at Hannah, missed, but was sent off 
by referee Baimbridge three minutes 
before the break. 

Hellas-Hakoah’s best chance fell to Kris 
Kalifatidis just after the interval when he 
ran through onto Duncan Cummings’ skil- 
fully curled through ball but lobbed both 
Lou Denys and the Ajax cross-bar. 

Ajax’s stirring second half effort was 
rewarded in the 81st minute when a quick- 
ly taken free kick put Jim Williams in poe 
session. He spun around and played an 
inch perfect through ball for Paul Lewis to 
run onto and slam past Lou Tsigaris from 
about elght metres. 


KELVIN TEMPLETON SPORTS 
87 Main St, Greensborough 


434 4700 


LALOR SPORTS 
310 Stations St, Lalor 
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Sunshine players pool away from the ball after hiding 
against Albion on Saturday. From left to right: Nelson 
Steve Ellis, Roger Bain, Frank 





the right back had beaten two 
defenders pointless and was 
heading for goal. Bobby Nisbet 
scored from the spot, and for 
the last two minutes Sunshine 
was happy to hang on for the 
point, 

After the game, Ray Pocock 
frankly admitted it was the 
worst his team had played for 
a long time, “‘since we last 
played Albion, in fact,’’ he 
added, and then he locked the 
dressing room door and 
roasted his players over their 
attitude. 


— LES SHORROCK 


Potter, Provan 
for Juve? 


_JUVENTUS 3 (G. Bannon, Heery pen, Ican- 
talupo) NORTHCOTE 1 (Fakos). 


NORTHCOTE: Giannopoulos 7 


. 6, 
Kyriakidis 6 (Krieris H.T. 7), Bot 5 


— Sahinidis 5, Kokkinos &. 


Juventus almost had final- 
ised the signing of Heidelberg 
stopper Bob Provan and 
Croatia goalkeeper Steve 
Potter as we went to press. 

Provan and Potter would 
bring Juve’s list of recruits 
this year to nine. The three 
Bannon brothers, Gary 
Clayton, Kevin Swinscoe, 
Graham French and Joe 
McGrory are the others. 

Ged Bannon was the mid- 
field dynamo behind Juve's 
victory on Sunday, 

He played a one-two with 
brother Paddy and surged past 
two opponents in the 27th 
minute then hammered a low 
shot past John Giannopoulos 
from just inside the Northcote 
area. 


Just after the break North- 
cote should have levelled. 
Player-coach Jim Kriaris re- 
placed John Kyriakidis at half 
time, played a one-two with 
Ulysses Kokkinos then 
squared the ball to unmarked 
Jim Sahinidis. With the goal at 
his mercy Sahinidis tried to 
blast the ball in and shot wide, 


Juve grabbed a two goal 
lead in the 72nd minute when 
Kevin Swinscoe’s fine through 
ball set up Ged Bannon but 
George Bozikis brought the 
Juve midfielder down Inside 
the area. Tony Heery con- 
verted from the penalty spot. 

Fabio Incantalupo scored an 
uncharacteristic right foot 
goal in the 82nd minute with a 
fine shot from just outside the 
area 


SATURDAY 
Ringwood Wilhelmina v 
Albion Rovors at Jubilee Park, 
2.45 pm. 
Northcote v Hellas-Hakoah 
at John Cain Reserve, 2.45 


SUNDAY 

Doveton v Croydon at Ware- 
tah Reserve, 3 pm. 

Ajax v George Cross at 
Green Gully Reserve, 3 pm. 

Croatia v Juventus at Olym- 
pic Park No. 1,3 pm. 

Polonia v Morwell Falcons 
at Raleigh Reserve, 3 pm. 

Sunshine v Frankston City 
at Chaplin ‘Raserve, 3 pm. 
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The amazing scoring reco 


Cup of Morwell Falcons striker Noe! Mitten 
continued at Middle Park on Monday. 


Park: BOX HILL O 


Mitten's goal gave Falconsa At o 
1-0 victory against Hellas-Ha- 
koah. 

The former Irish youth 
international has scored in 
every Dockerty Cup game he 
has played in for the past three 
seasons! 

His amazing scoring run 
started with Frankston City, 
lasted two seasons with Mel- 
bourne Croatia and has been 
continued with the Morwell 
club which signed him three 
weeks ago from Croatia for 


(Mitten). 


1 (Watson). 
Bell Park 0. 


,000. 

Ossie Latif, signed by 
Croatia from Keilor Austria 
for $7,000 earlier this season, 
hammered home four goals in 
Croatia’s 8&4 drubbing of 
Metro Fourth Division Morn- 
ington. 

George Cross got home 2-] 
against Metro Third Division 
Sunbury thanks to Damien 
Morgan’s winner in extra 


time. 

The shock of the round was 
Metro First Division Frank- 
ston Pines convincing 40 
defeat of State League North- 
cote at Pines’ home ground. 


Richmond 0. 


MecClunie outstanding 


MORWELL FALCONS 3 (McClunie 2, J. van Baar) RINGWOOD WIL- 
HELMINA 1 (de Graaf). 


FALCONS: Whiteside 8 — Smart 7, Higham 7, 
Irvine 7, Wilson 6 (Neale H.T. 7) — O'Connor G, 
Daniels 7, O'Callaghan 6 — Mitten 6, McClunie 9 (irg 
J. van Bear 80th), Perkin 6. 

WILHELMINA; Barclay 6 — Pasman 6, do Graaf 7, 
Luyten 7, McDermott 8 — Straust 6 (Burton 70th), 
Tront 8, Gibson6 — Hayland 7, O'Reilly 6, Stawart 7. 


Tall Falcons striker Richie McClunie stole 
the show at North Crinigan Reserve on Satur- 
day, scoring two goals before being substi- 
tuted for an injury incurred early in the game, 

Wilhelmina failed badly in front of goal. The 
visitors had plenty first half chances. Perhaps 
the finishing problem will be solved by UK 
striker Joe Carrol, who js expected to arrive 
on Friday. 

Falcons also have an import, midfielder 
Harold Bingham from Port Glasgow, due 
soon. He should be here within a fortnight. 

The gangly McClunie was bought for a mere 
$1,500 from Hellas Hakoah about three weeks 
ago and seems to have found a new lease of 

e with Falcons, He won just about every- 
thing in the alr on Saturday and always was 
prepared to run at an opponent. Falcons’ 


Dowie, McCutcheon to 
join Doves in May 







tymplc 
WERRIBEE 
CROATIA & (Latif 4, 
Faulkner, Biskic) NORNINGTON 0. 
At Middie Park: POLONIA & 
{Lakic 2, Lipiarski 2, 
PORT MELBOURNE 1 (Peterson); 
Hollas-Hakoah 0 Morwell Falcons 1 


At Jubilee Park: Croydon 3 
(Wada, Nolan, Dobson) 


0; Ringwood 
(Hoyland, de Graaf) Broadmeadows 


At Bell Park: Altona Clty 2 Pre- 
ston Makedonia 1 AER; Juventus 1 


At Green Gully: George Cross 2 
(Maric 0.g., Morgan) Sunbury 1 (O0’- 
Neil o.g.) AET; Green Guilty Ajax 4 
(D. Beranic 2, Wallace, Smaliman) 


At Frankston Pines: Frankaton 
City 2 (Mitchell, Tutill) Springvale 
City 1 {Greener pen.) AET; Frank- 
ston Pines 4 (McGorian 3, O’Hallo- 
ran) Northcote 0. 

At Chaplin Reserve: 
Rovers 3 (Nisbet pen, K. Coyle 2) 
Altona Gate Vardar 2; Sunshine 7 
(Pate 3, Taylor, Nelson, McNelty) 
Abbotsford Tessa 1. 


SPORTS 





(O' Reardon); 
2, 


Setuiskl) 


Herman, 256, has played 
up front, in midfield and 
defence with Polonia since 
joining the Polish spon- 
sored club as a junior. 

PSL club Footscray J.U.S.T. 
showed a keen interest in sign- 
ing Herman about five years 
ago when the Polonia young- 
ster was playing as a striker 
and getting among the goals 
regularly. 

Heidelberg Bundoora 
winger Steve Brett also has 
been signed by Eltham coach 
Sandy Henderson, the former 
Hakoah keeper. 


METROPOLITAN 
DIVISION ONE 
BOX HILL 3 (Valentine 
2, Petterson) ALTONA 
GATE VARDAR 17 (Di- 
movski). 




































Albion 


coach Dave O’Connor was well pleased by 
McClunie’s positive attitude. 

McClunie ran onto John O’Callaghan’s 
through ball in the 5th minute, rounded Ken 
Barclay and stroked the bal! into an open goal. 
Wilhelmina defenders had stopped expecting 
McClunie to be given offside but the line- 
sman’s flag stayed down. A consultation be- 
tween referee and linesman didn’t bring any 
joy to the Wilhelmina players. : 

The visitors levelled in the 60th minute. 
Dave Hoyland took the ball to the by-line then 
cut it back for Billy de Graaf to score with a 
well-timed near post header. 

McClunie was head and shoulders above 
everyone when he soared up to head in from 
Dave Perkin’s corner in the 75th minute. 

Young Jack van Baar replaced the injured 
McClunie and three minutes from time made 
his mark. A Noel Mitten header sent van Baar 
on his way. He seemed to shy away from Bar- 
clay's challenge. However the Wilhelmina 
keeper misjudged his smother allowing the 
ball to pass him and van Baar to score the eas- 
iest of goals. 







GEORGE CROSS 2 (McCann, T. Vella) DOVETON 1 (Thurlow) 


GEORGE CROSS: Tachiris 8 
— Morgan 8, Lawson 9, Mait- 
land 7, McKinlay 7 — T. Vella 
7, McCann 7, Rigby 8 — 
Gambin 7, Yoal 8 (Balusic 
75th), Mizzi 8 (O'Neil 86th). 
DOVETON: Ivanoff 7 — 
Thurlow 8, Corke 8, Marrick 8, 


K. Middiemast 6 (Whitehurst 
65th) —Mclivor 6, Andrews 6, 
Train 8 — Bone &, C. Middie- 
mast §, Quin 7. 

Doveton desperately needs a 
finisher to get onto the end of 
the good work out wide from 
winger Alan Quin. 


FIVE-WAY TIE 


Ametco Travel is the spon- 
sor of our prestigious Stato 
League Player of the Year 
award, 

The winner will recelve as 
trip to the 1983 English FA 
Cup final or the country of his 
choice In Europe, flying Thal 
International. 

Three votes are awarded to 
the best player of each club In 
every State League game. 
These votes are awarded on 
the basis of ‘‘Soccer Action” 
ratings and the judgement of 
the opposition coach. This 
voting format was arrived at 
by the State League manage- 
ment committes. 

The best players from each 
elub for last weekend's games 
were: 

Juventus v Northcote: Ged 
Bannon (J), George Bozikis 
(N). 

HeollasHakoah v Ajax: 
George Hannah (H-H), Peter 
Lewis (A). 

George Cross v Dovston: 
Steve Lawson (GC), Jim Train 
{D). .- 

Croydon v Polonia: Graham 
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Haupt (C}, Leszek Dziela- 
kowski (P). 

Frankston v Croatia: Dave 
Gitbert (F), Kalth Adams (C). 

Morwell Falcons v Ring- 
wood Wilhelmina: Richie 
MicClunie (MF), Tony McDer- 
mott (RVV). 

Albion Rovers v Sunshine: 
Frank Munro (AR), Nick Lowe 
(S). 

Joint leaders, on six votes 
each, are Keith Adams from 
Croatia, Paul Drinozcky from 
Frankston, Steve Lawson 
from George Cross, George 
Bozikis from Northcote and 
Rob Nelson from Sunshine. 


Ametco Travel also is 
Sponsoring our State League 
Top Scorer award, 

The leading sharpshooter 
for the 1982 league season 
wins a trip to Singapore ftying 
Thai International. 

Tied on three goals each ere 
Croatia's striking duo Osele 
Latif and Dave Grogan, Mick 
D’Sytva from Alblon Rovers 
and Tad Krysinski from Polo- 
nia. 


Coach Ernie Merrick is pre- 
pared to carry his search for a 
striker into the Metro Leagues 
while he awaits the appear- 
ance of Scottish players John 
Dowie and Derek McCutcheon 
in early May. 

Both Scots are on the books 
of First Division Clyde, Dowie 
is a midfielder, McCutcheon a 
striker. 

George Cross continues its 
bid to sign defender Steve 
Scerri from Sunshine. 


Cross is looking fairly solld 
at the back. Steve Lawson, 
signed earlier this year from 
Slavia, has been in good touch 
and recent signing, goalkeeper 
“Rocky” Tachiris from North- 
cote, did well in his debut on 
Sunday. 


Young Tony Vella opened 
the scoring against Doveton. 
Vella looked like he was at- 
tempting to cross to the back 
post but the ball eluded back- 
pedalling Doveton keeper Lou 
Ivanoff and went in. 

That was after just four 
minutes and Cross extended 
its lead in the 26th minute 
courtesy of a cracking 20 
metre drive from Scottish 
midfielder Hugh McCann. 

The Doves hit back in the 
75th minute with a curious 
goal. Mike Mcivor's shot 
looked like it had crossed the 
line before being cleared. The 
referee waved play on, the ball 
was crossed into the George 
cross area and right back 
Peter Thurlow made sure with 
a fine header. 


BOX HILL: Hearn, Gabricleon, 
Roodhouse, Mcteod, Lawler, 
Ramos, Valentine, Tolmie, Priestly, 

vi 


Patterson, Vorechia. 

ALTONA GATE VARDAR: Shirri- 
pe, Dimovski, Dervisovski, 
Serouski, Naumosip!, Presiiakl, 
{Sarria 35th), igna- 


novald. 


Box Hill had little trouble in 
retaining its 180 percent 
record at 5; Reserve on 
Saturday. When Mickey Valen- 
tine hammered in the first 
goal in the 24th minute, the 
Altona Gate keeper Vince 
Schirripa had already been 
called to make three 
superb saves in order to keep 
his goal intact, 

Fielding seven teenagers, 
the Hillmen always were in 
control against their more ex- 
perienced opponents, and with 
the complementing talents of 
Paul Priestly and Scott Patter- 
son at the front, giving Valen- 
tine that little bit. of extra 
space they were causing Jonce 
Serouski and Naumosipi at the 
centre of Vardar's defence no 
end of trouble. 

It came as no surprise there- 
fore when Valentine threaded 
his way past two defenders to 
crash the ball into the corner 
of the net with a thundering 
left foot drive from 25 metres 
to open the scoring. 

Spurred on by the set-back, 
Altona Gate redoubled its ef- 
forts, but ex-Australian Inter- 
national Mike Micevski was 
playing very much a lone hand 
at the front, and Greg McLeod 
and Donovan Lawler at the 
heart of the Hillmen’s defence, 
well supported by 15 year old 
John Gabrielson, playing in his 
first senior league match, and 
16 year old Alan Roodhouse, 
were more than equal to the 
task. 

With Ray Tolmie, Pedro 
Ramos and Peter Verechia 
working like Trojans in mid- 
field the home side retained 
the ascendancy, and just 
before .half time Valentine 
added a second goal to the 
score sheet. Verechia sent 
Patterson away up the left 
flank and the big red headed 
striker took the ball almost to 
the by-line before turning it 
inside for Valentine to give a 
repeat performance of his first 
goal but this time from only 10 
metres. 

Soon after the restart Alivia 
Gate had a good chance to 
reduce the leeway when a 
searching cross from the left 
by Con Sarris who had re- 
placed Dany Aceski, was 
headed metres wide by Mi- 
cevski from close range. 

In the 57th minute Box Hill 
made the game safe when 
Peter Verechia’s headed inter- 
ception of Dervisouski's clear- 
ance was picked up by Scott 
Patterson who raced past the 
static Altona Gate defence to 
score with a well placed left 
foot drive from 12 metres. 

Once again the Hillmen ap- 
peared to be beset by a strange 
inertia in the last 10 minutes or 
so, and sloppy defensive work 
in the 89th minute allowed the 
visitors to snatch a consolation 


goal. 

Cele Talevski was fouled un- 
necessarily on the edge of the 
area near the bye line. Cele 
Presilski took the free kick 
and his pinpoint centre found 
the head of Steve Dimovski 
who nodded home from the 
edge of the goal area com- 
pletely unchallenged. 


KEW CITY 4 (Droudge, 
Williams, Petrov, Macl- 
eod) SLAVIA 0 

KEW CITY: Lukac 8, Droudge 7, 
Macleod 7, McCluskey 8, Stewart 
7, Petrov 9, Savages 9, McElhinney 
9, Parsons 7 (inj. McCarthy H.T. 7), 
Lynn 7, Williams 7. 

SLAVIA: Hammond 7, Godoi 3, 

4, 


Bouzas 5, Machuca 6, Canales 6. 
The outstanding display of 
midfielder Andy Savage and 
the brilliance of 16 year old 
George Petrov highlighted this 


win. 
Petrov also played in mid- 


oF Laing, 


OFFICIAL 


young Hillmen shine 


Metro Third Division Eltham pulled off a minor coup last week with the signing of 
experienced Joe Herman from Polonia. 


field where Kew dominated. 
Pat McElhinney was the other 
member of Hugh Murney’s 
midfield trio to stamp an im- 
portant mark on the outcome. 

Young Petrov though stood 
out because of his age. He has 
tremendofus close ball skills, 
is very brave in the tackle for 
a player with such a slim build 
and is extremely mobile. 

A superb opening goal set up 
the coving victory. Mike 
Lynn layed off first time for 
overlapping full back Droudge 
to thunder a ferocious shot into 
the roof of the Slavia net from 
the edge of the area. 

A Williams header and goals 
by Petrov and Frank Macleod 
capped a good afternoon for 
the green and whites. 

MORELAND: Dimasl, McDonald, 
c. le Nevrous, 
Paulo, Hamill, Nadoiny, Tenant, P. 
Constantinou, Aavestas, Subs: Mo- 
naghan, Lee, Trovwsdale. 

BEST PLAYERS: Moreland — 
Oates, Hammill, Tenant. 

Hamill opened the scoring 
for Moreland with a low shot 
into the corner of Austria’s 
goal and Peter Constantinou 
added a second when his speed 
allowed him to outrun Aust- 
ria’s defence and slam the ball 


away. 

David Webb’s volley from 
outside the area brought Aust- 
ria back into the game but 
Moreland restored its two goal 
lead thanks to Nadolny’s cross 
which found Peter Con- 
stantinou unmarked for his 
second goal. 

Just before half time Ian 
Tenant’s good work was 
capped off by Asvestas. 

A long ball by McDonald 
sent Asvestas through in the 
55th minute and he scored to 
make it 5-1. The 16 year old 
drew out the Austria keeper 
then coolly stroked the ball 
past him. 


DIVISION TWO 


WERRIBEE 2 (Carlesso, 
Lord) DANDENONG CITY 
2 (Wotherspoon, Cupido) 

WERRIBEE: C. Dixon, R. Plessa, 


severio. 

DANDENONG: M. Price, C. Valli, 
C, Kelly, J. Van Hout, S. Gaseby, T. 
Fox, N. Willcocks, 1. Johnston, J. 
Wotherspoon, N. Cupido, G. Bon- 
nelly, J. Bakker, J. Van Sitirin, C-. 


row. 

BEST PLAYERS: Werrlbae: 
Crozier, Laing, Murray-Dandenong: 
Wotherspoon, Cupido, Johnston. 

Both sides played pressure 
football with Dandy’s defence 
giving way. First with a 
headed goal by Cariesso. 

Dandy replied with a well 
taken goal by Wotherspoon and 
another by Cupido. 

Werribee pulled out a point 
from a penaity given in the 
84th for a foul on Carlesso. 
Lord converted. 


DIVISION THREE 


KEYSBOROUGH 2 (Brown 
2) ELTHAM 2 (Fernlay, Ferre- 
ter) 

ELTHAM: Dressler, Stewart, M. 
Cirka, Slecris, Kilpatrick, Atana- 
sovski, G. Ferreter, Horman, P.\ 
Cirka, 1. Ferroter, Fearnley. Subs: 
Briggs. s 

Eltham opened the scoring 
in a hard fought game at 
Keysborough on Saturday. 

Keith Fearnley’s goal in the 
6th minute was evened up by 
Brown's reply for the home 
side in the 16th minute. 

Keysborough hit the front 
after the break through Brown 
again but with just 12 minutes 
remaining Ian Ferreter was 
brought down inside the 
Keysborough area, He recov- 
ered to take the penalty and 
convert. 

BEST: Eltham — P. Cirka, 
Atanasovski, Siecris. 


PROVISIONAL 
DIVISION ONE 


ROSANNA 4 {Mooney 
2, Brown 2) MELTON 7 
{Fuller} 


TO V.S.F. 
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DIVISION FOUR 


HOLLAND PARK 3 ilihan, 
Kaprol 2) PORT UNITED 1 
(Santos) 

HOLLAND PARK: A. Kotan, T. 
Solak, T. Gunneril, 3. Sir, A. Koca, 
E. Yahya, C. lihan, M. lihan, Y. Go- 
nullty, E. Kaprol, 1. Omeroglu. 

BEST PLAYERS: Holland Park: 
A. Kotan, G. Ithan, E. Kaptol, 


Holland Park went pert 
goals up within 10 minutes and 
Port United never fully recov- 


reer 


ered. 

In the first minute C, Ilhan 
headed home from a corner 
and eight minutes later a 
blistering drive from 20 
metres by Kaprol flashed into 
the back of Port’s net. He 

Port answered in the 65th 
minute when Santos showed 
great close control to elude 
two opponents and neatly 
place his shot home. 

A great solo run by C. Ilhan ie 
ended when he was brought ry 
down inside the area in the i 
75th minute and Kaprol grab- Se 
bed his second goal by con- 
verting the resultant penalty. 


METROPOLITAN 
DIVISION ONE 
Saturday: Altona Gate v Altons ss 
City (draw); KEW CITY v Moreland; - 
Western Suburbs v Box Hill (draw). 
Sunday: BELL PARK v Knox 
City; RICHMOND v Fawkner; 
Kellor Austria v Frankston Pinas Y- 
(draw); 


DONCASTER ROVERS v 
J.U.S.T. v H Bundoora; 


Waverisy City v ST ALBANS 
DINAMO; RINGWOOD UTD. “ye 
























DIVISION TWO 
Saturday: Ardeeor vw DAN- 
DENONG CITY: SPRINGVALE 
CITY v Preston Makedonia; Heidel- 
berg Alexander v MELBOURNE: 
STH MELB MORDIALLOC v 
Broadmeadows; FOOTSCRAY 







NEW MODEL 
GOALIE 
GLOVES 














Worribee. 
DIVISION THREE 
Saturdsy: THOMASTOWN v Et- 
tham; PRAHRAN CITY v Coburg; 
MORNINGTON v Port Melbourne; 
ROYAL RICHMOND v Corio; SUN- >] 
BURY UTD. v North Dandenong; } 
NUNAWADING CITY v Brighton; > a ‘ 
YALLOURN v Ksyaborough. Pi 
DIVISION FOUR 4 
Saturday: Monash Uni. v Chelsea ya : 
(draw); SANDRINGHAM cITY v 4 
Hamlyn Rangera; NTH GEELONG v > 
Moorabbin City; STH OAKLEIGH v 
Essendon Triestina; Formtres Gully 
v CAULFIELD; GEELONG v Rose- eat 
bud; MOOROOLBARK v Green- re j a 






sborough. 
PROFESSIONAL 
DIVISION ONE 
Saturday: BALLARAT v Melton; 
MARINGAL v Carlton; HAWK- 
SBUAN v East Brunswick; SHEP- 4 
PARTON CITY v Clayton; HAW- 
THORN v Langwaerin; Nunawading 
Utd. v Lalor Utd. (draw); Sth Yarra v 
ROSANNA. 
DIVISION TWO > 
Saturday: Regent v YARAAVIL- 
LE; Bulleen wv Clifton Hill (draw); 5 
Berwick City v Malvern City P 
(draw); WEST MELBOURNE v Moe 
Utd; CRANBOURNE v Central City; 
MORDIALLOC v Kyneton. 
DIVISION THREE 
Saturday: Moonee Ponds v Mit- 
cham (draw); Monbulk v 
CHELTENHAM; West Brunswick v » 
STH DANDENONG; Weet Geelong 
v UNI OF MELB.; Brunswick City v 
Hampton Wanderers (draw); 
CLARINDA v Altons Utd; ae ie 





CITY v Burnley. 
DIVISION FOUR 
Saturday: PAECOE VALE v Ver- 
mont; SPRINGVAL® UTD. v Nth 
Melbourne; Port Ux. v EAST 
CARLTON; Batman Lazio v HOL- 
LAND PARK; MOSSFIEL 
RANGERS v Nth Sunshine; SEA- 
FORD v Ascot Utd; Murrumbeena v 
DINGLEY. 
AMATEUR LEAGUE 
DIVISION ONE 
Sunday: Mcleod v Balwyn City 
(draw); MELBOURNE UNI v En- 
deavour Hills; LYNDALE UTD. v 
Chadstone; Hosa Utd. v PARK- 
MORE; (strobe Uni. v BUN- 
DOORA; Meadow Park v Balaclava 
(draw); Postel Institute v Maccabl 
Hakoah (draw). 
DIVISION TWO 
Sunday: Epping Thistle v RAAF 
MELBOURNE: Concorde v Waverl- 
ay Utd (draw); MULGRAVE v Royal 
Melb. Institute; WEST UTD v Die- 
mond Creek; WESTALL v Mil Park; 
St Bemard v GEELONG UTD. 


COUNTRY STORES 


DICKSON SPORT 
177 Princes Hwy, Morwoil 


(051} 34 3132 


DE GRANDI SPORTS 
68 Mercer St, Geslong 


(052) 9 1029 


MORRYS SPORTS 
185 Maude St, Shepparton 


(058) 21 2394 


Sunday: of 


Mooroolbark v 
CROYDON CITY: BOX HILL v 


RON GREEN SPORTS 


dan City; Hellae-Hakoah v 
BRIGHTON: GREENSBOROUGH io 128 Ryrie St, Geslong 
Juventus. 


(052) 9 8514 


_SPORTSCENE OAKLEIGH SPORTS RESERVOIR SPORTS SHORTERS SPORTS $& 8 SPORTS w HEADS SPORTS YODGEES SPORTS 
691 Mt. Highway, 4 Eaton St, Oakleigh 64 Edwerde St, Reservoir Shop 86, Mountain Gate, Shop 52, Westfield gy) 0, "e" Shed, Victoria Shihan ian eaceneaie ma 
Bayswater 569 7425 460 9972 Ferntree Gulty Shopping Town Sdoken ee Rewer 
720 1585 Promo, ape 758 2174 338 7623 328 3911 489 8829 509 6585 
PAN 0 ROCKY'S SPORTS SOCCER CITY STRINGERS WESTGATE SPORTS YODGEES SPORTS YODGEES SPORTS 
Son then oui tesconseee shen 2 &107 Parkmore, 1 Burwood Hwy, Burwood 129 Grey St, St Kids 306 Clayton Rd, Clayton 159 Rellway Ave, Laverton 65 Leeds St, Footecray 25 Puckle St, Moones Ponds 
481 2275 798 4325 288 8916 534 5559 544 2925 369 1298 68 3835 370 3108 





Hungarian manager Kalman 
Meszoly was not overwhelmed 
by the performance of his team 
on its recent tour of this country 
and New Zealand. 


In fact, in one of his first statements upon 
returning to Budapest, he ominously an- 
nounced that ‘‘we are in for some rude shocks 
if the team doesn’t pull up its socks.” 

Hungarians being a special kind of human 
species, especially the soccer fans among 
them, Meszoly’s warnings were quickly for- 
gotten as the national squad took on leading 
Belgian outfit Antwerp and won 8-2. 

Now, maybe I am conspiratorially minded, 
but how about considering the following hy- 
pothetical scenario: 

e Hungary and Belgium are drawn in the 
same World Cup group in Spain. 

o The Belgians are-smart cookies from way 
back and decide to send one of their very best 
teams to Budapest for a fairly meaningless 
midweek trial match — minus some of their 
better known players. 

oe Hungary duly wins by a nuge margin, in- 
cluding a pleasant sense of confidence which, 
allowing once again that we are talking about 
Hungarians, soon changes into over-con- 
fidence. 

Sounds far fetched you say? How do I know 
so much about the Hungarian character? 

Consider the next two facts: 

el am Hungarian by birth, and 

e Hungary lost its very next game in Bud- 
apest, this time against an Austria which 
hasn't been too impressive in recent months 
and still managed to race to a 3-0 lead against 
the Magyars, before easing up and winning 
3-2 


Perhaps Meszoly was right: 

His luck might have been that the ‘rude 
shock” arrived early enough for some drastic 
corrections to be made. 

x*xnx 

What did Meszoly think of his team’s oppo- 
nents in the Antipodes? = 

He expressed major surprise at the unex- 
pectedly high standard of play by his Austral- 
ian opponents, was extremely pleased by the 
facilities they played and trained in and was 
concerned about his players’ shortcomings in 
speed and man-to-man play against fit and de- 
termined opposition. 

He was less flattering in his assessment of 
the Kiwis, whom he described as playing “‘ty- 
pical English soccer;"’ not meant in the com- 
plimentary sense. Fa 

xx 

Hear ye, brethren! Get ready for the Second 
Coming. 

No, it’s not the Messiah, although one may 
be excused for thinking so, judging by the ac- 
companying hullabaloo. 


ager. 


It’s the ‘‘Second Coming” of the Doc — or is 
it the third, fourth, fifth... 

The Doc is none other, of course, than 
Tommy Docherty, who is about to descend on 
our shores once again, this time for a fort- 
night’s training camp for juniors. 

Fair enough — and good for us. 

Less than fair is the speculation which im- 
mediately surrounded Doug Collins’ position 
as Sydney Olympic’s manager-coach. 

The Doc's imminent arrival spawned 
stories on the possibility of his return to the 
Olympic fold in one guise or another. 

In spite of strenuous denials by Olympic of- 
ficials the stories persisted. 

I suppose the best possible antidote was 
Doug leading his boys to famous victories over 
APIA and Marconi. 

kkk 

Tommy Docherty is one of soccer’s best 
known characters and during his short sojourn 
with Olympic last season he managed to whip 
up more publicity for himself — and soccer, 
incidentally — than any single other person I 
can think of in the past decade, with Rudi Gut- 
endorf running a clese second. 

That he has talent as a coach-manager is 
also undeniable, going by some — and I em- 
phasise some — of his achievements overseas. 

However, I would question the many claims 
about his professionalism. 

Not only did he pack up in mid-season and 
run out on Olympic for the sake of a chance to 
lead Third Division Preston North End in the 
English League, but he left a pretty bad taste 
in the mouths of some Aussie soccer folks 
back in the early sixties, as wel]. 

On a visit to Sydney with Chelsea he spotted 
a couple of youngsters in minor fixtures here. 

One of them was Colin Minor, a nice young 
man with some measure of football skills, but 
not in the Superstar class. 

It was, therefore with some surprise that 
many of us suddenly saw Minor whisked off to 
Britain with promises of a fabulous profes- 
sional future ringing in his ears. 

Within a very short space of time the young- 
ster was unceremoniously returned to these 
shores as a failure. 

The whole episode smacked of publicity- 
seeking, lack of professional appraisal and 
very little thought for the feelings of a teen- 


Since that time I have followed the Doc’s 
chequered career, his ‘‘discoveries’’ and pub- 
licity campaigns with some measure of wary 
caution. 

But, I must admit, soccer would be a much 
duller sport without him. 

kk 

I noted with interest that Kevin Mullen was 
the only Sydney City Hakoah player in the 
match against Footscray JUST not to have the 
logo of club sponsor Presto on his shirt. 

Has he turned vegetarian? 


Top Players 
Choose 
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UHLSPORT 


Studs 


Gloves 


Shinguards 


TRADE ENQUIRIES 


DAFCO IMPORTS 


P.O. BOX 181, ST KILDA WEST 3182 
PHONE: 267 5288, AH 527 5788 








VICTORIA 


STATE LEAGUE Morwell Felcons v Withebnane 
somiora 3-1, resorvea 1-0; Abion Rovers v Sur- 
ahmna City 1-1, 2-2; Frankston City y Mebourne 
Croatia 1-1, 1-3; Helles Mekosh v Green Gully 


| Ajax 0-1, 1-9; George Cross v Doveton 2-1, 1-2; 


Croydon City v Polonia 01, 0-0; Juvents v 
Northcote City 3-1, 2-2 

DIVISION 1 Frankstan Pines v Richmond 2-1, 
6-8; Knox City v Western Suburbs 2-1, 1-1; Box 
Hill y Altona Gate 3-1, 2-2; Kew Pk v Slavia 4-0, 
0-0; Moreland v Keilor-Austria 5-1, 2-1; Fawhkner 
v Boll Park 2-0, 0-0; Doncaster Rovers v Altone 
City 1-2, 2-1. 

DIVISION I Ringwood United v Waveriay City 
0-0, 2:2; St Albans v Footscray Just 4-1, 2:2; 
Heidelberg Bundoora wv Sth Melb. Helles 2-0, 40: 
Broadmeadoves City v Heidelberg United 1-0, 34; 
Worries v Dandenong City 2-2. 1-0: Melbourns v 
Springvale City 1-0, 3-0; Preston v Arieer 1-1. 
63. 

DIVISION 111 Yalloumn v Nunawading City 0-0, 
0-8; Brighton v Sembury United 2-3, 0-8; Nth Dan- 
denong v Royal Richmond 2-1, 1-1; Corio vy Morm- 
ington 1-1, 2-1; Kaysboroagh v Ehtham 2-2, 24; 
Port Metbourns v Prehren City 2-3, 1-3; Coburg v 
Thomastown 24, 0-2. 

DIVISION IV Mooroolbark v Geelong 1-3, 1-0; 
Rosebud v Ferntres Gully 0-1, 3-3; Cevitield City v 
Sth Dakleigh 2-2, 1-2; Essenton Triestina v Nth 
Geslong 2-2, 2-1; Gresnsborough v Chelsea 42, 
5-0; Moorabban City v Sandringham City 1-3, 1-2; 
Hamlyn Rangers v Monesh University HI 3-0. 

PROVISIONAL LEAGUE DIVISION | South 
Yarra v Nunawading United 0-2, 3-0; Lalor United 
w Howthom 3-1, 2-1; Langwerrin v Shepparton 
City 1-0, 0-1; Clayton v Hawksbem 41, 3-2; Ro- 
gonna v Melton 4-1, 2-3; Enst Brunswick ¥ Kari- 
nga! United 0-3, 0-1, Curtton v Baliarat 4-8, 4-1. 

BIVISION Il Mondialioc v Abbotsford 1-2, 2-3; 
Boronia v Cranbourne 1-2, 3-0; Contral City v 
West Melbourne 4-0, 6-2; Moe United v Berwick 
City 2-2, 3-2; Kyneton v Yarraville 0-1, 0-5; Mal- 
ver City v Bulleen 2-3, 2-4; Clifton Hill v Regent 
6-2, 24. 

DIVISION {I} Dalles City v Clarinds 40, 3-2; 
Altona United v Brunswick City 4-0, 3-0; Hampton 
Wanderers v West Geelong 4-1, 3-2; Uni of Mel 
boume © West Branewick 0-4, 940; Burmisy v Mit- 
cham 3-2, 2-3; Sth Dandenong v Monbulk 6-0. 
1-0; Cheltenham v Moonee Ponds 0-3, 1-1. 

SIVISION IV Murrumbeena v Seaford 1-0, 0-1; 
Axcot United v Mosstiel Rangers 1-1, 1-4; Nth 
Senshine vy Batren United 5-2, 3-0; Hollend Park 
¥ Port United 3-1, 1-8; Dinglsy v Vermont 1-5, 
2-1, East Cartion v Springvale United 1-2, 1-1, 
Nth Moboumne v Pascoe Vals 1-1, 2-0. 

AMATEUR LEAGUE DIVISION | Postel in- 
stitute ¥ Meadow Park 1-0, 5-1; Bundoora vy Hoss 
United 3-1, 4-1; Partomora v Layndale United 5-1, 
4-0; Exdenvour Hills v Mactod United 0-1, AEH. 

DIVISION Sf St Bernard v Westall 1-3, w/o tw 
W:; Mill Park v Keoyong Rangers 1-5, 1-7; Gee- 
long United v Rast Melbouns 7-0, w/e to GU. 

YOUTH LEAGUE Nth/Nth EASTERN DIVISION 
Fawkner v Melkourne Croatia 2-1; Dandenong 


City v Mozsfiel Rangers 6-2. 

STATE LEAGUE RESGIVES 
HeliasHakoeh ..... 2°93 @B.8 2 8 
Croatia... sp dt a8 SO) 28 
Morwell Faica 3 20164464 
Doveton ......... 32808166464 
Alhion Rovers ..... < 1a bis bated fe Soe, ea | 
GGAlm oo. 21 41 2 83 
Sunshing 2... . 3. ti Ae I 
Northcote ....... 4a. Fee 86 8 3 
Polonia 2... 2.004. S20 SLT 468 
Wihelmina ....... 31 RS 2s owe 
Juvenms ....... ik AY Wir vga Foe Yas fe 
Croydon 2. a6 2 2°32 
George Cross 7820 P24 6 4 
Frankston 2... 3003288 
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z 4 201 5 & 
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oA 1 (OFS Se 2 
$022 41 2 
4006043989 0 
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44003938 
4°°3°4. 88 1? 
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reat San ee I de 
ee? ae fae fe ok pel 
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AY 2 2 63 
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4 8 6 4 112 0 
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.44 6 071 5 B 
43150037 
43:0 141 24 
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Bs i BG ee ee 
G08 (4°24 B3 
eae 28: 4. 82725 3-8 
@#t1247°3 
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Povo ben jaune Sh fo b com | 
468904 213 8B 
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Scores, ladders 





RESERVES RESERVES SPAIN 
Ess, Triesting 4310827 UnwotMeb,..... 4600328 Les Pabane 2 Cadiz 0, Sporting 1 Rani Betia 6, 
Hamtyn Rangers ....4 3.0 112 5 B AbosUd .......4 32.0113 7 6 [Costello 1 Roal Madrid 2 Barcelona 2 Athotis 
G A 21%84<36 Bikes 2, Racing 0 Osasuna J, Meal Sociedad 2 
reenzbarpugh Sth Dandenong 3320606516 
Sandringham... .... 421173 6 Doles City ...,... 43.017 5 6 Espanol 1, Atetice Madrid 2 Volencia 1, Sevite 5 
LEMON 42117 4 & WestGeslng ... 32 0 1 8 & 4 Feel Zarmgazs 0, Hercules 0 fica! Voliadelkd 2 
Sth Oskiigh ...... or ee os a ey ee eee 3201 8 § 4  Barcelona......... Rim 6 77235 4 
Ferntree Gally 433075 5  Bumley 4 2.0 21311 4 Real Sociedad... 32 18 6 7 56 32 44 
Moorabbin C 42029 8 & Mitch . 4202710 4 Real Medd... 32:17 8 7 62 3 a 
Marth Geelong ... . . 44121 9 8 4 © Hampton W....... ees Ree ks Wel eet | Athletic Bilheo...... 32 17 4 11 58 38 33 
Caulfield City . 4121 8 © 4 Cheltnhom ......3 1 0 2 410 2 Volencia.........., 32 16 8 12 49 42 35 
Mocroobark ....., 412 1 4 & 4 WestBnumswck....6 103718 2 ‘Fal Batis......... 214 6 13484133 
Monash Univ ..,.,. 4013 15 8 § Mone Pods ....4013191 
Rosebud .....,... 4013413 ) Mok ........3 003260 GAITAR 
Chelsea . 4 09 0 4 317 0  Snmewek City..... 400420 0 ronan oy 
PROVISIONAL LEAGUE 
aaarereninals DIVISION FOUR PROVISIONAL LEAGUE Suna ce 1 (Mend: B 3 
Rosmma . 64... 56s Springvale Und .....4 4 0 013 5 8B pimlegien 6 © Leeds a 
egal Utd 434 O18 2 7 (Ritchie, Robinson) Arsenal 1 (Talbot); Everton J 
Kerngal .. Hollend Pak ......4 2 81 8 3 6 
Shepparton C 430163686 (Sharp, Lyons, Heath) Manchester Utd 3 (Coppell 
East Cartton 42141 6 5 y 
Cariten i a2 3 4 4 a6 2, Grienes}; Manchester C 6 Liverpool 5 [lee 
te teeeee Batman Ubt.......4 2 1 11210 5 * f 
Lengwearri a2 4% exe's Johnston, Kennedy, Rush Neel pan); Middle 
WOT es Sesford Ud... 04-2 «12:«2998 8 5 ‘ 
Hawthorn 42021010 6 pon uw 4121.12 4 shorough 3 (Weod, Bolton, Bailey) Notts Co 0; 
Clayten a 21427 F4 ; "a Nottingham For 0 Wolves 1 (Gray); 
one Vermoat oo... 45. $2020 8 4 . 

Matton @U 2 00 254 D Aston Villa 3 (Micholl ewn goal, Mciaught 
nase . Pascoe Vals . Ost -2.21° 4.5. @ : t 
Howicsbum Ath’ .20 6: '8-;3 Marlay); Stoke © Sundariand 1 (Buckley); Tottee 
: Dinglay sweat i & 2 818 4 5 
Lator Utd eti2zzs3 6 ham 1 (Hoddis) Ipswich 0; West Bromwich Albion 

Nth Sunshine ......4 1 1 21110 3 : 
Ballarat . 5 Be SOS Sie ee ae y 4 acsorny Marple pee me 
evcvcS DRS LE? pets... 2112063 OO men saa aon 
Eest Brunswick 40.783 8:32::2 Nth Malbourne . 461326 1 DIVISION TWO 
South Yerre . . . da al ag Awot Utd ........4 0713314 Bamsley 0 Derby 8; Bolton 2 (Henry pen, 
RESER RESERVES Relkd) Wraxhsen 0; Cambridge Utd 1 (Reilly) Luton 
Clayton... 6... 00s 431 016 7 7 Seaford Und 4 4 0 019 2 B 1 (Turner); Cardiff 2 (Bonnstt Kitchon) Orient 1 
Karingalk U 4 30 112 5 6  Weth Meboume ....4 3 1 012 & 7 (Foster): Chelsen 2 (Droy, Lee) OPR 1 (Grogary); 
South Yarra... 5. 43.0 1 8 4 © = Holand Park ......4 2 1 1 7 3 5  Mewcastla O Leicester 0; Norwich 5 (OMsill 
Rosaana 42 15 8 4 & Pascoe Vale.......4 2 1 1 7 6 5S Doshen 3, Jack) Chariton O; Rotherham 2 (Seas- 
Hewksbum ....... 421 17 4 & = possfiet .... 4 2° 1 29919 5S mee Fern) Grimsby 2 (Whymark, Ford); Shrawe- 
Malton 6... sss 42139 8 5  SorngmleU ..,...4 2 1 1 4 © 5 bury 0 Shelfield Wed 1 (Bamistar}. 
East Enmswek.....4 2 1 1 4 3 5 With Sumshins ...... 4202754 
Lalor Utd -4 2 1 1 6 6 5  urnmnbeona...... 44°23 Uap 6 ; DIVISION T HREE 
Hewthom 5. .....5 Tle at sak Sk fair 6 0 ar OSA Ca 41127933 Bristol R 1 (D. Williams) Portameuth 1 (Ratfer- 
Cacdiaw cca seers 4 10-32 Tee = eben OM... ooo 4 1 1 21043 3 [yb Burley 1 (Hamilton) Lincoln 0; Chester 0 
Nunawading 4 18 3°65 8 2  gxst Cartton 4° 2°1 2 710 3 Newport 2 (Akindge 2); Doncaster 0 Chostorfiel! 
Balerat ......... OR 22s. 2: SF prises 41.6 3 6 9 2 9; Exeter 4 [Kotiow 2 1 pen, Pratt P. Rogers) 
Shepparton C......4 10 3.3 6 2 Dingisy 4 10 3 41% 2 Bristol C 0; Gillinghem Z (Bruce, Powell} Fulham 
Langwarrin 4 8132060 1 8 pporus. 48 0 4 6517 0 Tes rance caer aed mel 
DIVISION TWO PROVINCIAL LEAGUE easdals); Preston jebson); Reading 
Yarwvilla 2... ., #310m17 OVERSEAS D Oxford 3 (Wetirey, Brock 2); Swindon 0 Phy 
Poramheon|t estea ocark Aes oe FLORENCE, World Cap finalist Pru best ttn auth 2 (Rogers 2) 
Conboume .......4 3101 47 rguieercaea cd pIViSION FOUR 
Bullees match (Gallagher 2 Cocke Camp- 
Conn! Cy .....:. ; : : on : : Loguia scared the nly goal in the 58th minute, sll bated allan? Gene Game te 
Mordinlioe 6 202074 Paru plays in Group One of the Word CUP = iedester 1 {Allinzon) Bournemouth 2 (Funnel 
Sesanie (8 28 20) 7) ee Crewtord); Hariapool 2 (Stimson, Reseed 
, 2 (Stafford Cayia); Hereford 1 (Price) Hort 
er ta.. 4 : ' 2 $13 ; Zofemnicar Serajeve 4 Verder Skeyje 2, fied Tes: tal | Widen Dashagun 3 oot oom 
Malvem City 4 0 1.2510 1 Site Belgrade 2 Vqvodina Novi Sad 3 Buduenast = aoa, Sater, McFadden); Northampton D Alder- 
Repeat Pee hale $013.39 4  Ttegrmd 2 Rijeka 2, Dinuna Zegres 2 Olempja = stat 9; Scunthorpe 1 {Keeley pen) Rochdaled: 
Kyneton... 0 0 4 1:42 9  Hestane 2 OK Beograd 1 Partizan Belgrade 0, sietrseld Utd 1 (Edumarta) Bary 1 (Madden); Tor- 
West Meboume ..4 0 0 4 116 @ Maite Split-t Zagreb 0, Tetshs Tetovo 2 Radhickl = auay 1 (Brown) 2 (Meliock, Ghyen): 
"RESERVES Nis 0, Sichods Turia 0 Sarajevo 1, Velez Mostar 4 Tranmere J (Kerr, Craven, Bergoss pen) Blackpool 
Bormia..........4 6 0 012 2 8 = 2317 8 361 7243 1 (Morgen); Wigen 3 (OKects 3 1 pon) Crewe 0; 
Yarraville OA FT OUW ZI pce... 214 8 686 33 37 York 2 (Walveyn, Ford) Mansfield 1 (Wood). 
Abbotsford .. 2... . 4310837 whieh tented 
¥ i ree 315 7 7h aH SCOTTISH LEAGUE 
Moria: ... 2... 432011 66 pF: 31328R2e 
aera tnr te 7 ces ay SN 2813 6 10 47 33:32 Se mean eo 
Bullies. Oi 2. BS PARLE SS) Re GREECE rca bert oe I 
RDP EALES Vivei0 420204 4 —giyepiskes D Peck @ Dome 1 Poacthionhon 1, Si: Denteo Ut mee 2 
Central City... .... 4202464 P ; Hiemion © Aberdeen 3 (Jarvie, Watson, 
Maka 7 213 Larisa 1 Ash 2, Apollon 2 Kormthes 1, Aris 2 gu). partic: Thintle 4 (Park, J nay 
a et tL oa 5 bg Etnies @ Redes 4 Passrraitos 0, Of 0 Pam 5 Watsen pan) Mortan 0: St Mirren 0 Dendeo 1 
eee eee css : 35 8 2 ices 0, Yornine 0 trahiin 4, Kextorio 1Kovele 0 fyi 
besa - 4 0 3 310 2 pgngthinades...... 2815 19 2 47 26 41 
atk beeeees ieee oe Ohyupiakes......... 28 1412 2 4 20 49 DIVISION ONE 
eter ar a eee eee 216 8 445 1838 Ayt 1 (cinaly) Faikich 0; Enst Stirling 0 
Tetibant Tne TententeNeA. <EabnE Albis cos sheas tees 2814 9 5 42 20.37 — Chydobenh 1 (McCabe): Hamilton O Hwworts 2 
Raiiicicetdsvestect 2B 12 10 Hun Med . 1 {€ 
Sth D 431012 47 enald, Petigesd; Metereal 1 {Ceten® 
inch Pe ee iets 28 11 8 837 29.31 Dumbarton D; Cusens Pack 2 (Wood Nicholsen) 
: City eons , Kastoria. ......00.++ 2811 8 8 33 25 Duntermine 1 (Stewart); Raith Rewers 1 (Harris) 
Usiv of Moh ......8 3 6 113 8 6 picnics... 28 11 7 1033.23 28 — usen of the South 2 (Alexender 2): StJohnstons 
CEE TTT pliner POLAND 1 (Bramigon) Kitmemeck 3 (Mauchion, Clarks 
mania $2.1 110 8 5 Wetrww tode 3 Uns Lede 1, Wile Krakow 1 Sourks) 
range oh ape $2 1 110 8G (scin Warkaw 2, Arka Géynia 3 Szembierki Bytom 
West Geslong #1219 4 B, Ruch Chortow 2 Lech Poman 1, Motor Lublin 0 DIVISION TWO 
eee he: 3 ‘ ; . : 3 Stask Wroclaw 0 Albion Rovers 1 (Houston) Stirling Albion Q; 
Moonee Aan 3 HUNGARY Alloa 2 (Purdie, Paterson) Meadowbank 0; Ar- 
ESET ALT 7 83 Ceepel 3 Videoton 1, Pacs 3 Zaleegerszeg 1, — broath 0 Clyde & (Masterton 4, Nevin); Brechin C 
Bumiey +4 € 1 2 BIT 3 Bp Horned 1 Szeged 0 Ont 0 Tatasenya 2, Nyt 1 (Mackie) Enst Fife 1 (0Brienl; Cowdenbeath 2 
Branswick City 4°10 3 S11 2 igghare } Volan 1, Diosgyor 4 Rabe Ets 4,8 (Russell, Hysiop) Berwick R 0; Stonhousemir 0 
Monbulk $ 1 0 3 515 2 © jescsabe 1 U, Dasa 1, Debrecen 2 BP Vases 1, — Fortar 1 (Perter!: Strenceer 2 (Taylor, Dolan) 
Mitcham 4013 3101 Ferencveros 0 Szombathely 1 Montrose 0. 
CREED M Mao NESE REE sea a ee a 
ENGLISH Div 1 ENGLISH Div 4 
“, Salone os - AWAY goais HOME goss AWAY goals 
ieee « 53 SOG ASAD, SOURIS Bia: a) MB ES ae ae ee ed ites A 
Ipswnch B 12123617 73 8%2% 61 PIETERBORO 7 dada lg igh AP 
Swansea MUM IFWM FIFOs & %h owe } winke =~ Fels && 
Southampin «8935 «14 «1 («34122 377198 59 BRADFORD 7— wi S$ fie ar wf fb te ee kS 
Man uld 33 86321 9 7 $ 42517 56 Snetiid ule 70613 7 04614 85 42521 75 
Arsenal mM =6«6©0 4 C217 10 § 6 71619 % Bournemtn ei) 6 9 32633 Ab S 3:23:13. Ya 
Tottenham 2 9 152918 7521910 SS Colchester 3% 10 5 A442] 74827927 6 
West Ham vu 87 2Az § 6 6212 52 Bury 37 #61t 5 14438 49723277 59 
Man City 4B 8640919 5561520 BW Port vale 3% 610 22015 8 482727 46 
Brighton MB 7 7 4BW 56 5M 49 Mull 3? 111 63020 478233 53 
Everton x 8 6 32718 4 671723 48 Blackpoo! 38 #10 3 73724 3782228 49 
Nottm for 3 6 6 51616 6 5 517% 47 Heretord >? 69 42521 5 7 62328 49 
Aston Vilta 336 5 41918 4 5 82527 43 Darlington 3 8 4 6262) 4792231 47 
Notts Cnty 33 6 $ 42222 5 2112690 40 Tranmere 399 § 9 62323 5 8 61925 47 
WBA 30 6) 4:19:15 3S BUS «6 Aldershot 6 6 45 22496 5 BIRD « 
Coventry 4 4372322 35101732 & Torquay 37) 7 7 52420 4 4101424 44 
Stohe 33. 6 110:19.25 «63 5 6:36:26: 39 Hartlepoo! H 676303 47822036 44 
beet et SS eyes 1a BAe Ate coe. ania” i: 62 Reais |) eeneae a ae 
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played it Square into the 
middle and Ilinski blasted it 
low past helpless Crook. 

But instead of regrouping, 
and dropping back into defence 
quickly, most of the JUST 
players stood around savoring 
their success 

Neil McGachey lofted a long 
ball forward from defence, 


Hanoavman ran anta it fram a 


deep pusilivu aili Neutiy 
lobbed it over Boland to put 
West Adelaide back into the 
game, 

And it took only another 60 
seconds for West Adelaide to 
draw level. 

Referee David Yelland 
awarded a free kick at the 
edge of the box, JUST’s wall 
lined up and, as expected, it 
was Adrian Santrac the free 
kick specialist who lined up to 


oe ee en ee 


situation, spotted a small gap 
between the left side of the 
wall and the far post, and 
belted the ball low through 
that gap, with Boland diving in 
vain, 

The JUST players appealed 
in vain for a penalty near the 
end of the game, when the ball 
struck Honeyman on the arm, 
but Yelland overruled their de- 
mands. 

That caused a protest by the 
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West German soccer 
fans must have let out an 
involuntary shudder in 
January when their team 
was drawn against Chile in 
the first round of the 
World Cup finals (as weil 
es Austria and Algeria). 

Those with memories stret- 
ching back eight years ce- 
rtainly will recall the match 
against the South Americans 
in Germany, when Backen- 
bauer’s world champions-to-be 
could manage only with the 
Breatest difficulty to with- 
Stand the visitors’ challenge. 

In the end the West 
Germans managed to score 
the 1-0 win which ensured their 
progression towards the title, 
but Breitner’s piledriver from 
long range earned them two 
points which they didn’t really 
deserve. 

Chile qualified for that 
World Cup only after a major 
political uproar. 

Drawn to play off with the 
Seviet Union for the last of the 
16 available places in the 
finals, they travelled to 
Mescow where ay, earned a 
0-0 draw, withs Ing an all- 
out $-minute assault on their 


goal in front of 100,000 ambi- 


tious Muscovite fans. 

Then politics, as it has 
before and has so often since, 
took over from sport, with a 
Soviet Government edict for- 
bidding its team to appear In 
Santiago. 

Why? The reason advanced 
was that the Chilean junta 
used the National Stadium as 
an internment centre duri 
its coup against Salvador Al- 
lende’s lar left regime, thus 
making it an unfit venue for 

contests, 

Unfortunately, the Soviets 
not only demanded a change of 
venue, but also a switch of the 
fame to a neutral country. 
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Chile wasn’t interested in 
this proposition and neither 
was FIFA, thus the Latins 
qualified for the finals without 
having to play the decider. 

In Germany they also took 
the field against Rale Rasic’s 
Socceroos and were somewhat 
fortunate in earning a draw. 

Ever since those days, the 
Chilean Government, still con- 
trolled by the same military 
group, has spent freely on the 
national team. 

But Chile does not play too 
many international matches 
outside official fixtures in 
various competitions. 

This may be the reason why 
so many contradictory rumors 
float about in soccer circles 
when Chile is mentioned. 

But, there are some expert 
opinions available. 

For instance, long time 
FIFA staff coach Dettmar 
Cramer: 


Figueroa, 


NOTE: The squad currently con- 
sists of 26 players, This will be re- 
duced to 22 before the team departs 
for Spain. 

MARIO OSBEN (Colo Colo): 
Rated by influential Argentinian 
magazine “El Grafico” as second 
only to Ubaldo Fillo] among Latin 
American goalkeepers, Nicknamed 
“Gato” (Cat), he retained a clean 
sheet throughout the qualifying se- 


ries. 

Scasdllepenterytce@eaveniioner® 
c egendary Uruguayan inter- 
national Ladislao Mazurkiewicz at 
Cobreloa three years ago and has 
played an integral role in the 
dramatic rise of ‘‘The Desert 
Rats.” A solld, tall (6° 2”) keeper, 
he lacks Osben’s ability to produce 
“impossible” saves. 
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“Of all the South Ameri- 
cans, the Chileans’ style has 
the most affinity with those of 
Europe. 

“Even if they can’t match 
the Brazilians in in 
ventiveness, or the Argenti- 
nians in technical accom- 
plishment, their discipline, 
teamwork and instinctive 
understanding of each others’ 
strengths makes the Chileans 
very unpleasant opponents for 
any team in the world,’ he 
said. 

Respected English publica- 
tion ‘‘World Soccer"’ goes even 
further in claiming that since 
the halcyon days of 1962, when 
Chile enjoyed home advantage 
to grab third place, their 
current team is by far the 
best. 

Several factors are men- 
tioned in support of these 
highly complimentary opin- 
ions. 


Caszely played against Australia 


MARCOS CORNEZ (Palestino): 
Has enjoyed an outstanding season, 
despite indifferent form of his club, 
which Is sponsored by Santiago’s 
Arab community. If, as expected, 
Chile takes only two goalkeepers to 
Spain, he will be left at home. 

LIZARDO GARRIDO (Colo 
Colo): Chile’s current “Player of 
the Year,’”’ he can play in midfield 
bat fs likely to form part of the back 
four In Spain, where much is ex- 
pected of him, 

MARIO GALINDO (Colo Colo): 
Now back at Colo Colo after a spell 
with Everton, with which he gained 
championship winners’ medal in 
1977. A cultured right back who has 
been in and out of the national side 
for a decade. 

ELIAS FIGUEROA (Colo Colo): 
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One is the strong character 
of 43-year-old Luis Santibanez, 
who gave up journalism to 
become manager of the nation- 
al team. 

He has learnt a lot from his 
best friend, Argentina’s Cesar 
Luls Menotti, and his tactics 
are reminiscent of the World 
Cup holders. 

Santibanez was also in- 
strumental in establishing a 
friendly and disciplined atmos- 
phere among the players. 

Only a few younger players 
have managed to break into 
the established team, but they 
have almost immediately 
proved themselves worthy of 
the humor by becoming key 
personalities. 

And a major reason for 
Chile’s optimism is one al- 
ready touched by the Govern- 
ment and the Chilean FA. 

No wonder Chile dropped 
only one point (a 0-0 draw in 


Chilean soccer's favorite son, 
whose career has been catalogued 
in previous editions of “Seccer Ac- 
tion.” The Chilean National Tele- 
vision Service funded his recent 
return from Fort sate hens Stri- 
kers and consequen he must 
broadcast games Sroon Spake when 
his Worid Cup duties permit! Domi- 
nant in the alr and assured on the 
ground, he is, even at 36 years of 
age, one of the world’s top central 
defenders 


RENE VALENZUELA (Unk 


great deal of space. Born in Con- 
cepcion, he celebrated his 27th 
birthday on April 19. 

MARIO SOTO (Cobreloa): Retur- 
ned to Chile from Brazil In 1978 and 
became the cornerstone upon which 
his unsung club from the little 


. mining community of Calama, 


climbed to prominence in South 


‘ American soccer. Sote gained fame 


with Union Espanola, in whose ser- 
vice he gained a championship 
medal and the ‘Player of the Year’’ 
title in 1976. 

OSCAR ROJAS (Colo Colo): 
Appears to be coach Luis Santiba- 
nez’s choice for the left side of mid- 
field, but is under considerable 
pressure from Miguel Neira. 

HECTOR DIAZ (Anudax Ital- 


=/ iano): A late addition to the squad. 
em He is unfortunately best recalled 


oe 
wie 


By 
’ national against Uruguay In 1875. 


for being the player who started the 
melee which resulted In 18 players 
being sent off in the notorious inter- 


WLADIMIR BIGORRA (Uni- 
versidad de Chile): Continues to be 
re-christened Viadimir by the Eng- 


-\ ish speaking press, but answers to 


the Spanish name of Wladimir. Ex- 


“ perienced and consistent, he has a 


remarkably clean playing record. 
ENZO ESCOBAR (Cobreloa): 


mazabal has clinched Escobar’s 
ticket for Spain, as he and Bigorra 


@, The injury sustained by Luis Hor- 


are the only orthodox left In 


# the squad. Formerly with Union Es- 
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c i $200,000 signing-on fee when joining 


| 
BUFFALO DISCOUNT CARD? 4 


o 





? 


Pamoce Sport Shop 33 & 10? Parkrore, Keysborevgh Tee 43235 
en STORES wu oeots. “r ris oer 4 
eben St. Bh Amer sar anes Shartere Sve BO, Mouruain Gave, Ferraree Gulty Fes 278 
Arthur Macks Spore 102 The , Glen Wewertey 863 5334 Seccor City 120 Gray St Re are 534 oO 
<= Srrkst fpete™ «= ‘Sau Sraambe_ Couing woe 7h eae § 6.8 Spore wo 02. Weare Seaeing Town 33a 7622 
PTT. Stans Spee ac pr eetiane t  ree ae pase Trewer Doubte Specte Bree 20, "F" Sted. Vicvorie Market 2233011 y 
nation anne be’ 4 peewee’ 278 Weaigate Spore 150 Radway Ave, Leverton, 369 1296 ‘cay 
at Om Spore rieepotte Was Nunwrmeaiag avy aees rs map eam been Seto = 
(al av pe drei Memoune wetarae Yorsens toons ibe Guniatria Ad. Mabrarn tos esas 
2 Vier’ . 
‘ Feuaners Seore > Atfrieds St. As Aa aaa 2408 Yoageet 25 Puctle Si, Moonee 370 3108 
os Kemet oo ’ en COUNTRY STORES 
Kent Teegieton Sports oe Ae Seaiaate Dickson Seo 177 Princes Mery. Morwell 061) 343122 
unter Sports o Sc. Later 468.0277 De Grana Spens 08 Mercer 5! Gesiang #062)9 1029 
Merrett Messett Sparte «= 415 Boers S1.. Meboures 67 9781 Morrys Sparis 185 Maude St, Biepoarion a ase 
Bhecratt Hmemett Sports § Seeas 49601! flor Green Sparts 126 Riytee Si. Gee 4052) 0 861 
ML Heresy Sporecene «6-881 ML. ghey, Bayevesrer 1605 
Northcote Sports 566 High St. Northcote 48! 2276 Perember, sways present your Guttelo Spor Oacourt Card to any of Oe above stores — 4 
Ooaisigh Bporis St. Oexiegn S09 3438 yer Bufiem Scors Speciatet Soccer Stores 
“ 


Ea SS EAS ENS ENS ES ES ES 





» 


ou 


SPosY 
4 
PYFIT) 
~*~ / 
‘) 
~*~ 
mysealD 
Shoe’. 


panola, he is a highly competent 
performer. 


EDUARDO BONVALET (Uni- 


Chile’s ace goalscorer Carlos Caszely (rig 
Colo-Colo against league runner-up Cobreloa. 


Ecuador) and failed to con- 
cede one single goal in the 
Mundial preliminaries. 


Spain (1-1) and Brazil (0-0) 
also had to be content with ties 
in Santiago, and for good 
measure Chile even managed 
to snatch a 2-2 draw in Argentl- 
na. 


Perhaps FA President Alon- 
so’s statements following the 
World Cup draw seem less out- 
landish after the foregoing: 


“The West Germans are fa- 
yorites for the title, but we'll 


Fort Lauderdale Strikers {rem 0’- 
Higgins in 1880, Unfortunately Flor- 
ida did not agree with him however 
and he Is now back In Chile. His vol- 
atile temperament has let him down 
in the past. 

RUDOLFO DUBO (Palestino): 
An intelligent linkman who reads 
the game perfectly. Born in Punita- 
qui, he is one of the most respected 
players in South America. 

MANUEL ROJAS (Universidad 
de Chile): Formerly a midfielder, 
he lately has been em in 
defence, Highly skilled and ex- 
perienced, his main weakness is a 
slight build. 

MIGUEL NEIRA (Universidad 
Catolica): Transferred from O’Hig- 
gins last season, His excellent form 
in the qualifying rounds may force 
him into the epeming ine in Ovie- 
do. He is very gerous when 
moving forward from midfield, pos- 
sessing a deadly teft foot shot. 

ORLANDO MONDACA (Uni- 
versidad de Chile): The “baby” of 
the squad, he hopes to celebrate his 
21st birthday by playing against Al- 
geria. He is speedy and enthusias- 


tic. 

CARLOS RIVAS (Colo Colo): A 
creative midflelder who prefers to 
spearhead the attack, He may have 
to be content with occupying the 
substitutes’ bench in Spain. A native 
of the little town of Chimbarongo. 

ARMANDO ALARCON (Cobre- 
loa): His club's best player in the 
Libertadores’ Cup final against Fla- 
mengo but Is inexpertenced at inter- 
national level. Chile’s glut of mid- 
fielders may result ia him watching 
the World Cup on television. 

RAUL ORMENO (Colo Coto): 
One of eight squad members from 
Champion Colo Colo of Santiago, but 
he comes from Temuco. A function- 
al midfielder who may find himself 
left at home. 

PATRICIO YANEZ (San Luis): 
Player of the Year In 1980 and the 
revelation of the World Cup quali- 
filers. Rated as the best right winger 
in South America, he is pact! to 
become his country's first million 
dollar player when his Second Divi- 
sion club transfer him after the 
Mundial. Was wrongly diagnosed to 
have a heart complaint last year, 
which caused panic throughout 
Chile. 
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qualify for Round Two ahead 
of the Austrians, after which 
everything is possible..." 

Chile’s two big stars are 
former Fort Lauderdale de- 
fender 36-year-old Elias Fig- 
ueroa, and lethal central stri- 
ker Carlos Caszely. They are 
the only ones still on deck who 
appeared in 1974, 

Interestingly enough, in 
Berlin, Figueroa, a strapping 
six-footer, managed to mark 
Gerd Muller out of the game — 
only to become his team mate 
in America. 





CARLOS CASZELY (Colo Colo): 
A national hero in Chile, where he is 
ranked as the country’s greatest 
ever striker. miprescios 0 aleppins 
the goalscoring charts, he g 
cutee are the only survivors from 
the team which drew with Australia 
in West Berlin 1874. Hopefully he 
will experience better lack in Spain 
this time than during his stint over 
there in the service of Levante and 
Espanol, which Is the bleakest 
period of his career, A singer of 
note, one of his records made the 
Chilean top ten! A fast, bustling 
striker, Caszely wilt reallse that the 
Spanish tournament represents his 


last opportunity to impress on the © 


world stage. He is 31 years of age. 

JUAN CARLOS LETELIER 
(Wanderers): His chances of going 
to Spain have been considerably 
brightened since former front 
runner Sandrine Castec broke his 
leg in the final-round of the league 
championship. He made his senior 
debut in 1978 after graduating from 
the youth side. 

MIGUEL ANGEL GAMBOA 
(Universidad de Chile): Returned 
home after six years of Mexican 
soccer in October and therefore 
missed the qualifying rounds. Gam- 
boa, who [s similar in style to Eng- 
land’s Trevor Brooking, scored four 
hat tricks in the latter stages of the 
league season. Before golng to Mex- 
ico, he made his name with Colo 
Colo, 

GUSTAVO MOSCOSO (Universi- 
dad Catolica): Now appears to be 
favorite as shadow left winger to 
Gamboa. Versatile, he is equally ef- 
fective In midfield, Moscoso scores 
consistently for his club. 


HECTOR PUEBLA (Cobreloa): 
The third left Manker in the squad 
and the most likely to be omitted. 
Puebla came to the fore during his 
club’s Libertadores’ Cup run. 


LUIS SANTIBANEZ (Manager- 
coach): Santibanez spent most of 
his playing career with Union San 
Felipe, the club he coached during 
its Chilean league championship 
success of 1871 and repeated the 
feat with Union Espanola In 1973 
and 1976, His reign as national team 
coach commenced in 1877 with a 4-2 
defeat by Scotland. 
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Even at an age which, to be 
gentle about it, is considered 
“advanced” for top class soc- 
cer, the popular Figueroa’s 
skills are the same as they: 
were a half decade or more 
ago. In fact, to secure his re- 
lease from the Florida club 
cost a cool half a million dol- 
lars! 

Caszely’s forte is getting the 
ball in the back of opponents’ 
nets. During the Chilean. 
League season — which fin- 
ished in February, so as to 
allow uninterrupted prepara- 
tion for the Mundial, he was on 
target 19 times, helping Colo 
Colo to regain the 
championship title. 

Of the young lions in sup- 
port, 24-year-old Carrido Is 


-equailly in place In any defen- 


. 


sive position, as Is Valenzuela, 
emphasising the defence's pre- 
dominance as Chile’s greatest 
asset. 

An exception is Patriclo 
Yanez, who is considered the 
most talented newcomer to 
surface in the past 20 years. 

At 17 he was already a First 
Division regular and just three 
years later firmly established 

imself as a star with a spec- 
tacular goal against Paraguay 
in the World Cup eliminations, 

Chilean fans mention him as 
their Maradona and the nation 
fell into deep anxiety when 
heart murmurs forced him to 
rest for some time last year. 
Fortunately, Yanez quickly re- 
covered and, like his team 
mates, Is raring to go. 

Menotti was a TV com- 
mentator at Chile’s last quali- 
fying game against Paraguay 
in Santiago. 

He was fulsome tn his praise 
for the home side, p 
that ‘Chile is quite capable o 
causing major upsets in 
Spain”. 


‘There success only 
depends on the thoroughness of 
the final preparations,’’ Men- 
otti said. 

Nothing is being left to chan- 
ce; since the end of February 
the squad has been in full time 
training camp! 

The most likely lineup of the 
team (with club and age shown 
in brackets) is: Osben (Colo 
Colo, 30); Carrido (Colo Colo, 
24), Mario Soto (Cobreola, 31), 
Figueroa (Colo Colo, 36), Va- 
lenzuela (Colo Colo, 24); Me- 
rello (Colo Colo, 26), Rojas 
(Univ. Catolica, 28), Rivas 
(Colo Colo, 28), Yanez (San 
Luis, 21), Caszely (Colo Colo, 
a Moscoso (Univ, Catolica, 

). 





Jugoslovenska Scena 


PROKOCKANA POBEDA 
Pred 2000 zaprepascenih na- 


vijaca, PLAVI su za dva 


minuta primili dva gola i pode- 
lili bodove sa _ protiynikom, 
koji se pomirio sa porazom., 


‘? Ovog puta je odbrana izneve- 


rila nade, jer se uspavala u 
kriticnom trenutka, kada je 
protivnik bio dotucen. 

Ovakve propuste JUST ne 
moze sebi da dozvoli u tre- 


ry nutka kada se bori za opstanak 


u Philps ligi. Razume se, 
screca je okrenula PLAVIMA 


4 
5) ledja, ali je to malo opravdan- 


e. Treba biti kovac svoje sud- 
ine, a JUST to nije u ovom 
trenutku, Znaci, igracki fond 
se mora pojacati igracima, 
koji mogu nositi teret svih 91 
minuta. U sredini ima prazni- 
na, jako su Ilioski i Jovanovic 
veliki igraci, kojima nedostaje 
samopouzdanje, sto se prenosi 
na ostale momke. 

Ove godine su navijaci ver- 
niji klubu nego ikad do sad. 
Nikada manje od 2000 gleda- 

‘ laca na JUST-ovum igralistu 
su veliki doprinos klubu, koji 
ima velike planove, a skromne 
mogucnosti. 

Lako je kritikovati. Mi to 
radimo sa zeljom da pomeg- 
nemo dok neji dockan. Svaka- 
ko, sve to uprva ima na umum 
ali nema carobni stap. Ipak, 


sve nije izgubljeno. Vazno je, 


da JUST zabelezi prvu pobed, 
a onda ce doci ostale. 
Makedonija je neocekivano 
izgubila oba buda protiv St. 
Georga, koji je najvece izne- 
nadjenje ovog prvenstva. Ovaj 
poraz je pokario nade i planove 
Ollertona, ali ih nije ukocio, 
jer je prvenstvo jos uvek 
daleko od kraja. Pobedice onaj 
koji ima najvise strpeljenja | 
snage u zavrsnici prvenstva. 


Mladi igraci JUST — a jos 
nisu dali ocekivani doprinos, 
all se ne treba zbog toga uz- 
budjivati, vec ih kaliti u stal- 
nim okrsajima sa vrhunskim 
klubnovima. Suljeman Curovic 
se razvio u velikog igraca, ali 
ce tek iduce sezone dati oceki- 
vane plodove. 


MAKEDONIJA PRED 
NOVOM POBEDOM 
J.U.S.T. PRED NAJTEZOM 
PREPREKOM 

U nedelju 18. aprila, Make- 
donija docekuje na svom igr- 
alistu Adelaide City, koji se 
ove godine koprca na dnu tabe- 
le. Samo cudo moze zaustaviti 
erno-crvene da postignu jos 
jednu rekordnu pobedu pred 
svojim navijacima u Melbur- 


nu, 

Istoga dana J.U.S.T. ce se 
preznojavati u Sidneju, gde ga 
docekuje prvi na tabeli Philips 
lige. U proslosti, pa i sada, 
J.U.S.T. postize najbolje rezul- 
tate protiy najjacih timova. 


PRVA DIVIZIJA 

BOX HILL — ALTONA 
GATE 1:3 (0:2). Zasluzena i 
postena pobeda domaceg tima; 
lako je Vardar bio ravnapra- 
van protivnik, ali samo na sre- 
dini terena. Jedini gol za goste 
postigao je George Scorsi. 
Sastay Vardara: Vince Shari- 
pa, Steve Dimovski, Jim Der- 
visovski, Jonce Serovski, 
Dragi Naumoyski, Cele Pre- 
silski, George Scorsis, Dany 
Aceski (Con Saris), Con Igna- 


tis, Milan Micevski, Venco 
Bozinovski. 
DRUGA DIVIZNA 


RINGWOOD UTD./SRBIJA 
— WAVERLEY CITY 0:0. 
Srbija je nadigrala protivnika, 


ali zbog loseg sudije, koji je iz- 
nervirao igrace, nije iskoris- 
tila idealne sanse. Vestina je 
promasiti sanse, koje su imali 
Basic i Bjelogrlic. Gosti su bili 
opasni u retkim protivnapadi- 
ma, ali se veterani Jimy Mili- 
sacljevic i Milan Cvijic nisu 
dalj prevariti. Sastav Srbije: 
Cvijic, Remers, Bailey, Mili- 
savijevic, Jevtovic, Kovace- 
vic, Bjelorgrlic, Dejanovic, 
Hodjmasi, Wong, Pejkovic, 
Basic (Darren Bain). Rezultat 
je ipak dobar za Srbiju,m jer 
je nastupila bez najbolijih igr- 
aca. Iz raznih razloga nisu se 
pojavili Tony Curruli, George 
Gllilan i Nedeljko Rajic. 


ST ALBANS — DRUGI TIM 
J.U.S.T. a 4:1 (3:1). Za ono sto 
su pretrpeli, a prelazi sve 
granice ljudskih strasti i pona- 
sanja, svi igracl JUST —a zas- 
luzuju zlatne medalje. U pak- 
lenoj atmosferi pogodeni su 
kamenicama u glavu, iako ne 
zivimo u kamenom dobu (?!), 
trener Milenko Rusmir, koji 
ne bi zgazio muvu, i menadzer 
Sposogu Mitrovic. Jedini gol je 
postigao Zeljko Mihocek iz 
jedanaesterca, zbog cega je 
‘‘nagradjen’’ od razjarene pub- 
like kisom konzervi | boca, 
koja je htela da ozivi uspo- 
menu na Hrista, koga su ka- 
menovall na Veliki petak. 
Igraci St ALbansa mogu s 
prvaom da se pitaju, zbog cega 
je bila potrebnma ovakva at- 
mosfera na Uskrs, kada su vec 
imali dva boda u dzepu protiv 
neiskusnog drugog tima JUST 
— a. Rezerve su igrale nere- 
seno 2:2 (1:2), lako su PLAVI 
od 15. minuta igrali sa 10 in- 
graca, jer nisu imali zamenu 


za povredjenog igraca. Naj- 
bolji Zoran Vlajnic i Branko 
Stankovski. DRUGI TIM 
MAKEDONIJE — ARDEER 
1:1. Makedonija je osvojila 
prvi bod u ovogodisnjem 
prvenstvu, ali na zalost 
nemamo izvestaj sa utakmice. 


LALOR UTD./SLOGA — 
HAWTHORN 3:1 (2:0). SLoga 
je igrala prvi put na novom 
igralistu 1 postigia prvu pobe- 
du, posle izvanredme igre u 
prvom poluvremenu. Strelcl: 
Ljuba Stojanovic 2 gola u 11. i 
21. minutu, Bil Dimovski u 68. 
minutu. Rezerva je takodje 
pobedila sa 2:1. CARLTON- 
/MLADOST — BALLARAT 
4:0, ali ni sa ove utakmice 
nismo dobili izvestaj na 
vreme. 


CLAYTON — HAWK- 
SBURN 4:1 (3:0). U 26. minutu 
Clayton je vodilo sa 3:0, iako je 
u prvih 5 minuta Jene Kalmar 
2 puta pogedio precku i svi su 
videli katastrofu domaceg 
tima. Jene Kalmar 2 puta po- 
godio precku | svi su videli ka- 
tastrofu domaceg tima. Jene 
Kalmar je bio sretniji u 57. 
minutu, kada je smanjio na 
3:1, posto je odbijenu loptu 
smestio u mrezu. Od 73. 
minuta domaci tim je igrao sa 
10 ingrace, ali Hawksburn nije 
umeo, niti mogao da iskoristi 
brojnu nadmocnost da snanji 
poraz. ALTONA UNITge- 
D/VOJVODINA — BRUNS- 
WICK CITY 4:0 (2:0). Laka i 
ubedijiva pobeda Vojvodine. 
Strelci: Slobodan DImitri- 
jevski 2, Andrija Mernik i Paul 
Gallo. Rezerva je pobedila. sa 
3:0 (2:0). Strelci: Janko Cuz, 
Charlie Galea i Miso Oravec. 
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the Buffalo Cup. From laft: committeemen Scott Frew and Bill McCultoch, Norrie Pate, 
Alan Contini, Steve Gaw, Harry Mills and Ray Pocock. 
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Bravo Jason Nieuwenhof, for wowing 
them at the official launching of the McDo- 
nald’s Super Skills scheme. 


Jason, 10, of Hornsby 
Heights, juggled the ball non- 
stop throughout the demon- 
stration, orchestrated by the 
Australian Director of Coach- 
ing, Eric Worthington, to illus- 
trate the level of skill we’re 
looking for from our juniors. 

The Super Skills program- 
me, I am sure, will have a 
positive effect on improving 
those skills. 

Jason is one of an elite group 
of boys who serye as an 
example to all the others. 

Remember Russell Robin- 
son? 

A few years ago Russell, a 
Gercensian’ teenager, broke 
the world record by juggling 
the ball 32,820 times. He was 
still going strong, sucking 
oranges every now and ‘then, 
when Roselands Shopping 
Centre, where he was staging 
his assault on the record, had 
to close its doors. He looked 
like he could have gone on for 
a few more hours yet. 

One of the Blacktown ‘‘su- 
per kids’’ at our club’s soccer 
academy, Rodney Jackson, 
has held the ball up 2418 times. 

These boys deserve greater 
recognition. They should be 
utilised a lot more as exam- 
ples of the skill level which can 
be achieved through appli- 
cation and dedication. Perhaps 
they should become a more in- 
tegral part of the McDonalds 
scheme. 

What makes me proud is 
that many such youngsters 
have passed thro’ our Aus- 
tralian Soccer Camps at 
Dural, They are to be run 
again over the May school holi- 
days and already they’re 
booked out. Ian Hunter, who 
was captain of the Australian 
youth team last year, passed 
through our camps a few years 


ago. 

This time Ottie Abonyi's 
Riverwood club has booked in 
40 of its juniors in under 13, 14, 
15 and 16 age groups, as part of 
a drive to raise their standard 
of soccer. 


Moreland’s 


Victorian Metro First Division 
club Moreland is celebrating its 





silver jubilee year. 


Former Glasgow Celtic and Scotland full- 
‘back Duncan McKay has taken over the reins 
and is backed by assistant coach Johnny John- 
stone who was with Third Division Coburg last 


ear, 

Big things are expected from Moreland’s 
promising crop of youngsters who have pro- 
gressed through the junior ranks and now are 
preparing to make a major impact upon the 


senior scene 


No less than eight such youngsters figured 
in Moreland's 5-2 victory over Slavia a few 
weeks ago in the Metro League Cup with strli- 
ker Sammy Asvestas scoring twice. 

Kevin Nevrous, a 16-year-old centre half, 
shows great potential and midfielder Gus 


- 


Any camps or clinics of this 
type must benefit the boys, so 
long as the programme is 
aimed @@gaising the skill level. 

And so Blacktown super 
kids have booked in at the 
Narrabean Fitness Centre on 
April 24, 25 and 26, also with 
that purpose in mind. 

ke * 

With the PSL now in full 
swing, I’ve been feeling in- 
creasingly disappointed with 
the performance of South Mel- 
bourne Hellas, which prom- 
ised so much at the start of the 
year. 

The Grant Turner affair 
must have contributed to Hel- 
las’s comparatively ordinary 
run. 

I was impressed by Turner 
in New Zealand’s 2-0 World 
Cup victory over Australia, so 
I contacted one of the top 
soccer men in New Zealand 
spout the possibility of signing 

im. 

The answer was: ‘Don't 
touch him."’ 

So I didn’t. 

It surprised me therefore 
that Hellas went out and 
bought him. Obviously the club 
had not made a proper check 
on what it would get for its 
money. 

Turner may be younger than 
Branko Buljevic, who sub- 
sequently had to spend much 
time on the bench, but Bulje- 
vic certainly would have con- 
tributed a great deal more 
than Turner. 

Isn’t it sad that we really 
don't show adequate respect to 
the real heroes of our sport? 

xx** 

It certainly was reassuring 
to see the 12,00¢-plus crowd at 
Olympic’s game against 
APIA. The crowd was a tribute 
to the exciting soccer being 
produced by both teams. 

There also was a good crowd 
at Olympic’s Ampol Cup 
match against Croatia. But 
whereas Olympic beat APIA, 
it lost 0-1 to Fil Bottalico’s 
team although Croatia played 





without Mark Trenter, Phil 
Hensman, Marian-Kovacic and 
its Brazilians. 

Olympic undoubtedly is a 
highly talented team, but it 
has defensive weaknesses 
which Croatia exploited to 
create eight scoring chances. 


xk * 


Dubravko Ledic, welcome 
to Australia! 


A player of his calibre can 
do nothing but glamorise our 
soccer, 

Ledic, 30, has played more 
than 1000 matches for Yugos- 
lav club Velez Mostar as a 
junior and senior. He 
captained Velez before joining 
Marconi last week. 


aw 


Good to see Peter Ollerton 
doing so well as coach of Pre- 
ston-Makedonia, 


Ollerton had a reputation of 
being a somewhat undisci- 
plined player, but now, when it 
counts, he’s really knuckling 
down and getting the results. 

Accumulation of points is 
the yardstick of soccer suc- 
cess, and Makedonia has been 
picking up points consistently 
— showing its attacking flair 
at home and playing it tight 
away. 

Makedonia has been the sur- 
prise packet of the PSL so far 
and Peter Ollerton is the man 
behind that success, 


silver subilee 


Paola already has become the target of talent 
scouts at State League club Juventus. 
Experienced Alan Lee and Glen Dorward 


were training with First Division rival Rich- 


mond during the close seasgn but have retur- 
ned to Moreland. > 

The club will be withayt the services of 
former Hakoah defender Nat Black who isn’t 
due back from the UK for another month. 

Young keeper Michael Trowsdale has 
jumped at the chance to display his wares 
while experienced custodian Michael Debul- 
jah remains in dispute with the club. 


Some of Moreland’s other youngsters who 
have come up thro 
are striker Peter 
Con, a defender, full back Ian Tennant, Mark 
McDonald and Steven Chetkuti. 


Plans for a new stadium are on the drawing 
board awaiting approval from Coburg council. 


the club’s junior set-up 
onstantinou, his brother 





The Victorian western region team under-14 champion. Back row: C. Orfanidic, S. 


Mikic, J. Grimavo, R. Drogovic, |. Lopatic, R. Falzon, T. Narcisco, M. Saliba, S. D’Alosti- 
no. Front row: J. TapaoHous, D. Smith, F. Spiteri, J. Borg, J. Scamatopoulos, A. Brkic, 
V. Mitrovic, Arnold Andraw (coach). 

















TA NEA TON OMAAQN MA2 


NEA HTTA TOY MAABEPM SITY 

Mtax Guépn fitt« Séxenxe 6 M&ABEpv Alt 
péou ot6 yfimed6 tov yr& 6h towthbAnna 
thc B’uatnyoplac tob lipoBtZ rove. 

Nap& to6 6t. énarFe wayntex® nxt narth 
Sraothuatx uarf um&AAa,teArHe& Exaoe Gnd 
t6 MnovAfv pé 3-2. 

T M&ABcov Ettu w* texvixd 66ny6 ual n& 
Au t6v Nlxo NuxSyAov ual mapd tiv &rov- 
otx 4 Paotx@v tov otercyav,zponyhsnne 
oT6 onx6p pé té6v Tewpyrhdn CAG H prdAoke 
votpevn 6ud6x pE tiv AREn tod Aurypdvovu 
nat&pepe vi Tepticer unpooté& otd condo pé 
2-1. 

Lthv ExavSdrAnbn AnePrafGer 6 Tewoyr&bns 
nat t6 MGABepy Epeuve we IO tafutec yrk 
v&i Sex8et Alyo pet& ual tpfto tEpuc. 

T% terArxS ondp Eorrake & Suaptyuacg 2-3. 
“H ofv@eon: MaxEv, Manadénovioc, sA&xoc, 
Avtap&noc, Tobuoc, Pofptoc, Sapatofic,AvérAt— 
oc ,Tewpy t&6nc,Arxobince [etpdnovaAog xual 
SHaucyuac 6 Snoloc até 75°tfipe thv BEon 
tof Potpnov. 

“H B’ép&é5a to M4ABepv éxycoe we 3-1 Gnd 
thy &¥tlototxn tod Mrovafiv. 


TMANZEPPATKON: SOATS TOAATE KACTRIED 
KAI TESEEPA TKOA 


O llavoepoatnude SEv Gvteke otic uAwtorec 
nal ot6 avtrabaAntrxd. nalEruo tay d&utink 
Aov tov ucl tedArnu& Snéxube Extéc E6pac 

&n6 t& NtSAdKac Sitv pé t6é Baph 4-0. 

"0 Gyavac Atov ya t6 Tpwt&bAnuo. thc I’ 
nxomnyoplag tO6 IpoBtZuover ual Snwodi- 

tote EdEyxetaxL 6 Starttntic 6 Snolocg F& 

Empenme navovink vi otetker toc nroobc 

&x6 tobe &vtiz&dovuc ot& onlttx tove uxt 
6xt p6vov Sf0 mob an&Bxre. 


- 1 6tt E5er¥e GAkec € ultoivec uiptec 


otobc yntebobyovc,oatvetar uabapé dtu 
of a&vttnaxko. uvvnyotouy tk m66La Thy 
AhAHvov tarutov nuxl 6xr thv unc&rAdAa. 
Lt& IO’ tpavpattoAnne 6 Totoline ual dv- 
Tiuatnotésnus and tov “Aonpd&un. 
“antonc ot6 75°utOanoe uat & Mnvdc xual 
Byfut Exutéco péxnc. : 
Toxvpatemevot 4yaviGdytovcay ual of Ma 
Ao, Aonudunc,ilaptoédyAov. 
fav nat t& cwidp efvar Bapt S&v &utanox- 
ptvete. sthy Todypaerendtynta. 
“ae veav of : I. Keyoyr&c, 3. ¥a8dc,Kwvota 
vtivtlonc,ntpotone,l. Yabdec,O.Keyayr&c, 
Doettlvnc,laptoéyAov, Mnv&c, (75° T vopky— 
20g), Anuntpd&unc, TotoAréne(10’ “Aonpé& - 
ANG)» 
a°XHHH H TFOPSIA THY N.EAAAD 
ata &uSun fitta Exave Hf N.EAAAD pboa 616 
yfinecb56 tHe abTH TH wopk unt Eoxtce vad 
urtoauvrker Exrulvduva otle tekevtalec 
BégeLtcg tot Badporoytnob mlvaxa tot tpw- 
tabrAffuatog the TI’ uatnyopfac tod Metpond 
Avtev Ayn. 
“ay nual of vecpot natutec thc, &5erEav 
fouetéce &petéc aothv ovv&vton tot Mépt 
Jf\unovpy pé 16 Hep&v Litv,tedAtn& yeb- 
Onxey thy fitta pé 4-2. 
nE yevinEc ypanpéc 4 6peéba Atav uarf, &- 
né thy peoala ypouuf uxt pet& naxl 1th pd 
vo tne tewtd onpeto Atav ff Guuva fi Sunol 
~ yie pt& &udpa EBSopé5a nmapoverdéodnue 
&otabtic ual pExor thpa c& 4 &ydvec Exer 
Seyfel 12 tEppata nob otyovpa b&v efvar 
ua3IdrA0u eby&picto. 
“am6 thy EdAnvint Spa 6 uxcrbtepoc nat 
utrc fitav 6 KwotétovAoc ual t5v &xodob- 
Inoav of imMtepoov uxt AaZaptdnc. 
"6 ‘sp&v Situ &vorEe t& ondp ot6 2°GAAE 
6 setetpauévoc Aataptine 016 44°pé Suva 
t6 coft EFw &ré thy peyddrn meproxf{ Eotr 
Beerg, lewd. 
Ut6 B’pépoc uat ot6 50°F Sphb6a tob Ndpt 
MéAunoupy mponyhenue ot6 condo ual mhpe 
thy Omepoxf GAAS Exdé A&BOG Tob ynodnt- 
mtep Taok&uov 16 lleptéy toopfptse gtd 55” 
nat otS 74’ xétvxe th yudd tod toh xhpL- 
oe ual thy viun. 
“H N.EAAAS propet v& yapantnpvotet unt 
o&y atvxn othv ovvdvtnon abth dood tpta 
cott thy Utavplbn,Aalaplin nu«l lxécrov 
Boefnav t& 50x%orn tHv KvtintAwy. 


AMO TO ZHMEIO TOY MENAATY 


’Enavtéav of : Nackxoc,Xatonnavayrotov, 
Nayévne ,Aobuac,KotlaurxygéAnc, Kwotémovaroc 
Injtepoov,TookGunc (46° SaxedArAhone) Stav- 
plonc,Tuéarocg xual Aalaptonc. 


ME MOAAOYE TIAIKTES ANONTEE H AOSA 
I - O TO KAYNETON 


Néx vtxn niipe f AdEo TitppaBLa yuk 16 
TMpwtabAnua the B’uatnyoptac tot Tipo Sti 
ovar Afjyx ual ovvexyffer v& efvart towto- 
tépoc otdév Babyorkoyixn6 mivana. 

Obpa the abt th :popé& 76 K&iivetov nob 
peon ot& Guat&AAnAo yfimed6 tov brodéy- 
Bynxe Thy EAANVLXA Spckda Epxet& onrnpk 
unl Avrrvabantrxd. 

“AmNOTEACONA Atv ve Aavayuaodel 6 StHL- 
tTHImMCc ve K&noBEAEL oth 7O°Evav natutyn &- 
m6 thy ynnedSobyo ual v& belEer Epnetéc 
ultpivec ui&pteg. 

°H €AAnvexf, dSudba poco tod Pi&poaBrr 
xwpfc tobc Bactxobc thc tatxtec iilno Me 
AEtTH, BuyyéAn Tepl&un ual “APa Wapretn, 
Eexlynoe Suvaté ual Exrevoe atiiv tesro- 
xf, touc tofc &vtin@Aouc stot E6twoxvav 6- 
Toc — dmwe thy pncrdAdrAx and thy éotia 
tovc yt& v& npatioovy t6 Codmxro &moté 
AECOpa. 

Nap& t6 xataotpoprnd mavyvt6e tov mavn— 
thy tof Kéiivetév,4 AGEa 30€8ynue tod Q.Ec 
popéc xovthi aot6 yu6A nual neorAuk toh “SG 
tT OTS 27° udAtG MOdAuBE 6 YHoAnNTEDP. 
“Extone cobt tov Letplin,hexorAaton uxt 
Xéta elyav thy t6.x thyn. 


T6 povabind tépya thc uuavorActnov mEtv- 
xe 6 A.Nenodating ot6 43°nE tpopepf, Bo- 
AfSa Grd 40 péton nof EotetrAe thy unckaA- 
Aa v& Boel ntodta tiv dpttévitrm 60nd ual 
uet& ta Slutva tob Kétivetov. 

=t6 B’pépoc napk& the mpooné&berec TH ma 
utayv toh TidppaBbLA yik SebtEepo tEpyax td 
_ouép S&yv G&dAaEE. 

ME tfhv Adéa EnarEav of :Nlnoc “AnootoAt 
Snc(Kartta rv) T. “Auavatlonc,litév. “Anosto= 


ALSnc, AnAnteLov, Et. “Apavatlong,KarArno— | 


'ACrnc,Metp linc, NrnoAatinc,Maputunc (65° 
Xp SanxxyovotobobAov), Xbitac, T.lManayoroto 
5obAov. 

“Onwodfinote 8& nmoétet udtotog tredSuvoc 
and thy Bextworavth “Opoontovdla vad u&iver 
t6v udmo ual vi mer vad EXEyEer 16 yfine 
50 tob Ké&iivetov. 

“Otav B&oouv. otle Ethkwopec uatnyoplec 
6uc&beo &nt6 panpuv& ywpud,etvar ual tro 
xpewpévor vi totic EEnyobtv Ta xnathrArAnrAa 
wetox tod &ywvtottx0b xf&pov ual tac 16 
yfire5o Oh moEmer v& Exer Son&pra ual 6- 
xL uatTL tTEppatx nod AvplZovv mEpLtoocéte— 
po Eotla x6ueti tapk Eotla yuk mob0apar 
puxdv &yhva. 


ATTA TOY MOPMLTIAAAOK 

“Av uae. bnepelye 15 Mopyvtic&Adon pé trv 
Mrovtobpa Eutéc ESpac, teAtH& Exaoe pé 
2-0 &né6 bt0 Baoiruk omcrApatax tHe d&puvdic 


TNC. 
Sexioroav of Maknac, “Avaotaorkine, Aaldy- 


uxce uat Apobyxac. 

KAAPINTA:KAAH AIIOAOSH KAT HTTA 

“H KAaptvta ot6 yiime6é6 the Enarke uard 
mobdcgarpo,éxace TEvartuCToncAlonc) el- 
xe Umepoxn GAAG terAvn& Eyace &n6 t6 “Ay 
Totopopvt WE 2-1. TS vovabiud téppa é~ 


tuxe 6 X.Xaparctpnovc. 






oy 


C. Lazogas of South Melbourne Mordialloc 
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